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ARCHITECTURE AND DEMOCRACY 


ALF a century ago architecture was a subject which 
engaged the attention of politicians. Classic and 
Gothic styles were discussed with some degree of 
familiarity. “I can’t have anything to do with this 
Gothic style,” said Palmerston, when he vetoed 
Scott’s drawings which had won the competition for the new 
Government offices in Whitehall. To a democratic age—which 
takes itself very seriously—these observations would, no doubt, 
be deemed trivial. Democracy is interested only in what are 
considered vital problems ; but, unfortunately, if we realise 
its pretensions we are totally unable to understand its attitude. 

If we say that architecture is a prominent subject before 
Parliament at the present time it is quite certain that few 
would recognise our reference. Academic discussicns upon 
Classic or Gothic styles are things of the past, and their place 
is taken by labour discussions upon traditional or steel archi- 
tecture. We have no fear of being thought fantastic if we take 
the recent discussions in Parliament upon labour troubles 
in the building trade as a text for a discourse upon architectural 
misfortunes. With the changes of time the labour side of the 
co-partnership has come—as it has in so many other departments 
of life—to a prominent position. It has been left to the building 
trade, however, to be the first, so far as we can gather, to force 
an issue in Parliament upon the lines of demarcation which 
govern the nature of any particular work and the distribution 
of labour engaged upon it. 

The larger aspect of this modern development concerns the 
general community, and, so far as we can see, it involves a com- 
plete revision of the laws which hitherto have been accepted as 
the basis of our social and economic administration. In its 
narrower aspect it affects the activities of everyone engaged 
in the numerous processes which contribute to the art of build- 
ing. It is in this narrower aspect that we refer to it as an archi- 
tectural question discussed by Parliament. Parenthetically, 
there should be no further need to point out that we make no 
distinction between architecture and building. The long chain 
of cause and effect in the evolution of a building runs like an old 
Jingle familiar to our childhood days. The client is in the hands 
of the architect ; the architect is in the hands of the builder : 
the builder is in the hands of his workmen ; the workmen are 
m the hands of their unions ; the unions are in the hands of 
their leaders ; and the leaders are in the hands of their unions. 
r here was a time when this jingle could be inverted— when the 
a the dominating factor setting the whole thing in 

1m orderly sequence. We may reach that stage again ; 
meantime we record the changed point of view. 

We are not in the remotest degree interested in water-tight 
political departments, nor in the points of view which are sup- 
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economic life of the country. These we can maintain honour- 
ably. Granted this, however, there are, nevertheless, certain 
aspects which are persistently overlooked. £o strong is the 
prevailing code of political partisanship, that it is always 
foolishly assumed that an industrial problem is essentially a 
workman’s problem. It is, to say the least, an extremely selfish 
attitude which neglects the feelings and conditions of others 
engaged in the same industry, and it is a foolish attitude which 
assumes that any one who criticises any particular labour 
development is against the worker. The worker may be acting 
against his own interests, or the interests of his colleagues, and 
in the ultimate issue may even be flagrantly opposed to the 
structure of society in general. 

“Tt is the fact,” wrote the late Mr. Maurice Hewlett, 
‘that well-wishers, the benevolently disposed towards Labour, 
have been increasingly puzzled by its proceedings.” We have 
noted that a large number of thoughtful writers upon social and 
economic subjects have reluctantly come to the conclusion 
that organised labour has adopted a policy which they consider 
almost devoid of a civic sense. Writing to us, a correspondent 
says: “ By restricting the numbers engaged in an industry, the 
trade unions have denied the opportunity to their fellow country- 
men of sharing wages. Labour in the building industry has been 
restricted at a time when it was unable to cope with the demand 
for buildings. As a consequence, the building trade deliberately 
invited competition, and now seeks to prevent it.’’ There is 
some truth in the wise observation that the only way to under- 
stand an idea is to live through an experience. Unfortunately, 
the process of living through an experience is, for most of us, 
an extremely slow one ; but. on the other hand, it is so slow 
that the shock is absorbed gradually. The value of the analogy, 
or the application we intend for it, lies in the observation 
freely expressed in Parliament that the building trade in jettison- 
ing a portion of its work will never regain its original position. 

After deliberate consideration we have no doubt in our minds 
that the true feeling of the community is expressed in the 
decision in Parliament : that the demands of the building trade 
unions were oppressive. Much damage has been done, and 
we fear that some of it is permanent. We sympathise with the 
architectural profession, whose interests are bound up with 
those of the building trade. The changes that have come about 
are mainly, of course, changes in the furniture of our lives ; 
yet we had hoped that the inevitable consequences would have 
been foreseen. It was always evident that the problem was more 
than a mere labour issue. There can be no progress for rational 
creatures without a governing idea, and this particular problem 
demanded the continual application of practical judgment. 
Instead, it was left to those who thought they were the only ones 
concerned. 

It was one of the proud claims of democracy that it was at 
last fully alive to the depressing effects of dull rows of houses, 
and that it had resolved that its homes should henceforward be 
planned upon different lines. Architecture was to be given the 
chance to reassert itself as the most essential of the arts. In 
submitting a reasonable excuse for its apparent neglect of public 
buildings democracy pleaded that it had first to attend to its 
own homes. In its housing policy it was maintained that 
democracy had been true to itself in that it thought of houses 
in the mass ; but in clinging stiffly to a series of precise articles 
of faith which were considered to be of ultimate importance 
democracy has destroyed not only its own schemes, but the 
ideals and hopes of others. There is a historical reference for 
those who, having destroyed, little know the damage they have 
done. 
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NOTES 


7h Our leading article this 
e te a ne 
Building — — _ : subject 
Industry, Which has been for some 

considerable time promi- 


nently before Parliament. We had hoped 
to avoid discussing a controversial matter 
of this nature, but, unfortunately, we 

cannot blind ourselves to the fact that the 
publicity which has been given to the 
building industry has secured tor it more 
enemies than friends. In addition, we 
believe that every one connected with the 
art of building must suffer consequences, 
which, if they could not have been 
avoided, at least could have been foreseen. 
We have consistently advocated the 
formation of an advisory committce 
representing every phase of the building 
industry. We have welcomed the recent 
open discussions between architects and 
the building trade, but it must be frankly 
admitted that these discussions, which are 
of a social nature, have had a tendency to 
result in polite evasions of the real posi- 
tion. On these occasions we have heard 
nothing which even hinted at the impend- 
ing danger, or that the causes lay with the 
building industry. It has been left to the 
correspondence columas of the daily Press 
to disclose a serious indictment of the 
attitude of the building trade. 


THERE is a modern theory 

The Value which claims that an acci- 
of Labour. dent of birth is responsible 
for our engaging in work 

which does not happen to be highly paid 
because the work does not involve a high 
degree of intelligence or skill. The doc- 


trinaires in the building trade insist that 
all tradesmen should be paid at the same 
rate. We believe we are entitled to hold 
certain ideas upon the degree of skill and 
the value of the labour involved in wiping 
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“The 


Bell,’’ Waltham St. 
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a lead joint and, say, puttying a window 
pane. We may measure the value of 
labour by the lack of skill required or we 
may measure it by the disagreeable nature 
of the work. On this matter it is better 
to let human nature or instinct settle a 
problem which no amount of argument 
or common sense will help. Over-develop- 
ment, in certain directions, is the mevit- 
able result. It was not the giraffe’s 
intelligence, we are told, that lengthened 
his legs and neck, it was his appetite for 
leaves. If the world was run upon an 
ethical or sentimental basis the navvy, 
under many conditions in which we have 
seen him, seems to have a stronger claim 
to consideration than most of the skilled 
trades. 


WHETHER it is a-~ right 


The : ‘ 
Building thing for the Government to 
— interfere with the law of 


supply and demand and 
restrict the freedom of trade, or whether 
it is not, there will, of course, be a kind of 
sympathy amongst the bulk of our over- 
taxed population with any efforts to 
restrict excessive profits when it can be 
proved they have been made out of the 
needs of the public. We need not 
particularise, but we may at least point 
out that there are cases where a six or 
even ten per cent. profit seems fairly 
justified when it follows lean years in 
which no dividend has been possible. 
Of course, the high cost of building is 
not by any means all due, where it is 
due at all, large profits on building 
materials, but the determination of the 
Government to force the pace in the 
building of small houses incline them to 
test every possible method of reducing 
We ought surely to find out the 
Sir Kingsley 


costs. 
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From “The English Inn—Past and Present.” 


Yard of ‘The George,”’ Norton St. 
Philip. 


From a Sketch by HuGn Morrray, A.R.1.B.A. 


Wood says that prices of building mate- 
rials have remamed steady except as 
regards lead, light castings and bricks. 
The price of lead is affected by a world 
shortage and not by control in this 
country ; the extra cost of light castings 
means only twenty-eight shillings per 
house ; and the rise in bricks is due to a 
rise in wages. So says the Minister of 
Health, and he avers that the Building 
Materials Committee provides one of the 
best checks against profiteering. The 
whole of the Government’s housing pro- 
gramme depends on reasonable prices. 
Every contract entered into by local 
authorities has to receive the sanction of 
the Minister, and in sanctioning such 
proposals they must have regard to the 
supply of skilled labour available, and 
that certainly has the effect of keeping 
prices within {reasonable limits. He 
naturally states that the Bill now intro- 
duced would shake the confidence of the 
building industry and discourage the 
investment of further capital in the 
industry. Sir Kingsley goes on to say 
that we are now ov ertaking the housing 
shortage, and that this position is largely 
owing to private enterprise. Out of 
576,000 houses built since the war, n° 
fewer than 360,000 have been built by 
private enterprise ! 


Lorp Hveu Cect holds out 
some consolation for those 
who are concerned about 
the fate of the City chure -hes 
by pointing out that the purpose of the 
measure for the Union of Benefices and 


The City 
Churches. 
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Disposal of Churches is not so serious as 
it may appear. But after all we agree 
with the view expressed in the Times 
that if the measure is so mild as is sug- 
gested its ‘purpose could be fulfilled by 
the law as it now stands. “ There are 
higher things even than finance ; they 
are local rights and loyalties, historic 
memories, individual and national asso- 
ciations, and these must be put in the 
scale when the measure comes to be 
weighed by Parliament.” 


Lorp CRAWFORD made per- 
The London tinent comments on the 
Society. great problem of future 
development in London at 
the annual meeting of the London Society 
on Tuesday evening. His reference to 
the traffic problem and the re-acting 
influence of new or altered lines : of 
thoroughfare was weil-timed, for these 
re-acting effects are too often left; out 
of mind. He congratulated the London 
County Council on its action as to the 
site of the Foundlimg Hospital and the 
decision properly to plan all that area. 
We hope that the steadily increasing 
membership and influence of the London 
Society will lead to a more intimate and 
useful alliance between its efforts and the 
L.C.C. and the London Boroughs. 


WHATEVER .. individual 

The — opinions may be held about 
Economy. the nature of the “ Economy 
Bul,” it cannot be denied 

that the Chancellor of the Exchequer, in 
introducing the Bill, gave some interesting 
particulars and figures in relation to the 
national expenditure and the items which 
admit of no reduction unless a serious 
breach of faith is committed. Starting 
with the figure of £800,000,000, which 
represents the expenditure in the current 
year and for the two preceding years, he 
classified the expenditure under four 
broad categories: (1) “ Obligatory Ser- 
vices,” in which are included debt and 
pensions of all kinds; (2) “ Grant Ser- 
vices "—that is, grants of all kinds, but 
mostly made to local authorities ; 
(3) “ Self Supporting Services,” such as 
the Post Office and Road Fund ; and (4) 
7 The National Administration Services.” 
The first category represents in the present 
year £476,000,000. The second category 
tepresents £90,000,000, of which the 
Addison annuities represent £9,000,000. 
In the third category the taxes on motor 
Cars produced £18,000,000, and the Post 
Office, on a cash basis, exceeded the 
expenditure by £4,000,000, but the ex- 
penditure of the two departments repre- 
sents £67,500,000. These three categories 
acted together give £634,000,000, leaving 
cena — for the fourth category. 
rh Awe : ing to note that in 1914-15 
a mange categories represented an 
penditure of but £108,000,000, and the 


fourth category £96,500,000, or a total of 
£204,500 .006 ). 
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THE Chancellor of the Ex- 

National chequer drew attention to 
and Local the fact that, according to 
Expenditure. the above figures, the first 
three categories represent- 

ing expenditure over which the executive 
Government had no effective control, 
and which no honest Parliament could to 
a large extent reduce without repudiation, 
had increased by 500 per cent., whilst the 
fourth category, the national services, 
had increased by but 70 per cent., which 
bore the same ratio as the depreciation 
in the purchasing power of the £ in the 
two periods. These figures are most 
instructive, but they represent only the 
Exchequer side of the subject, and to 
gain an idea of our national expenditure, 
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the rates have also to be considered, of 
which no figures are before us. We owe 
our present solvent position in a some» 
what tottering world to our having 
met our obligations and refused to 
coquet with repudiation in any form, but 
it is obvious that a halt must be called, 
at any rate for a time, in any increase 
in either national or local expenditure. 
So far as we can see, there is much to be 
said for the policy, which the Chancellor 
of the Exchequer said was that of the 
Government, to convert the present per- 
centage system into the block system in 
grants to local authorities, so that at 
least the Exchequer grants may be 
defined, and not depend upon the actual 
expenditure made by local authorities. 
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CHIMNEYPIECE IN SHOWROOM. 


New Offices and; Showrooms, Horseferry-road, Westminster. 
Mr. WatTeR Tapper, F.R.I.B.A. Architect. 
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GENERAL NEWS 


EASTER HOLIDAYS. 

(Owing to the Easter Holidays, next week 
we publish on Thursday, April 1. The latest 
time for receiving Editorial copy is Tuesday 
morning, March 30. | 





Appointments. 

Belfast Education Committee has appointed 
as architect, under the new Education Act, 
Mr. Frederick Willey, F.R.1.B.A., F.S.A., in 
succession to Mr. W. G. Davies, A.R.I.B.A., 
who has been appointed City Architect in Shef- 
field. Mr. Willey is at present architect to the 
Education Committee of Durham County 
Council. 

St. Pancras Borough Council has appointed 
Mr. A. J. Thomas, F.R.1.B.A., architect to the 
Somers Town (Wolcot-street area) housing 
scheme. 

Change of Address. 

Mr. W. Courtenay Le Maitre, F.R.1.B.A., has 
left 133, Moorgate. His new office address is 
28, Albemarle-street, Piccadilly, W. 

Vacation School, Florence. 

A large party organised by the School of 
Librarianship, University College, London, and 
the British Institute of Florence is attending 
a Vacation School to be held in Florence between 
March 26 and April 11. Among the numerous 
lectures to be delivered are two on “The 
Architecture of Florence,” by Mr. Martin 
Briggs, F.R.1.B.A. 

Artist’s Estate. 

Mr. George Hillyard Swinstead, president of 
the Hampstead Society of Artists, of 14, 
Kidderport-avenue, Hampstead, London, N.W., 
who had exhibited regularly at the Royal 
Academy since he was 18 years of age, has lett 
net estate of £6,604. 

Animals’ War Memorial. 

The Royal Society for the Prevention of 
Cruelty to Animals proposed to erect a memorial 
designed by Sir Reginald Blomfield, R.A., ard 
executed by Mr. Gilbert Bayes, R.S.B.8., at 
Hyde Park Corner. The Westminster City 
Council, however, has rejected the proposal on 
the ground that the Ministry of Transport has 
under consideration plans for dealing with 
traffic conditions on this area. 

Exmouth Inn Threatened. 

The First and Last Inn, Exmouth, stated to 
oe one of the oldest houses in the country, is 
to be demolished in order that its site may be 
used for the erection of modern premises. 


East Kent Town Planning. 

At a recent meeting of the East Kent Region 
Joint Town-Planning Committee, it was resolved 
that Professor Abercrombie should be instructed 
to prepare a co-ordinated regional planning 
scheme in consultation with the constituent 
Councils. 

Southwark Cathedral Discovery. 

The authorities of Southwark Cathedral have 
discovered a number of bosses in a good state 
of preservation ; they are decorated with carved 
roses, and the paint is still distinguishable. 
It is believed they formed part of the roof of 
the fabric of the Tudor period. 

Mr. Guy Dawber. 

At the King’s Levee, held on March 2, at 
St. James’s Palace, Mr. E. Guy Dawber was 
presented by Sir Frank Dicksee, P.R.A. 


R.L.B.A. Registration Committee. 

Meetings of the R.I.B.A. Registration Com- 
mittee are now being held at No. 28, Bedford- 
square, W.C.1, the premises lately occupied 
by the Society of Architects. All communica- 
tions in connection with the Committee should be 
addressed to Mr. C. McArthur Butler (Secretary 
to the Registration Committee), at that address. 


Sculptors’ Society. 
The Royal Society of British Sculptors has re- 
elected Mr. W. Reynolds-Stephens, President ; 
Mr. Alfred Drury, R.A., Vice-President ; and 
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Mr. C. L. Hartwell, R.A., Hon. Treasurer. 
Messrs. Charles Wheeler, Harold Brownsword, 
and W. Leslie Bowles were elected Associates of 
the Society. 

Civil Service Arts and Crafts. 

The Duchess of Atholl, Under-Secretary for 
Education, opened the Civil Service Arts and 
Crafts Exhibition at the Victoria and Albert 
Museum, London, recently. Sir Cecil Harcourt 
Smith, who presided, said the first exhibition 
was held last year. They wanted to improve 
year by year, and eventually have a central 
institution with lecture rooms and other facilities 
for studying various forms of art, but they had 
no intention of asking the Government for 
(250,000 to help them. The exhibits included 
water-colour drawings, oil paintings, black-and- 
white work, and photography. 


British Architects’ Conference, London, 1926. 

The Annual Conference of British Architects 
will take place in London from June 14 to 
June 19 (inclusive). All members of the 
R.1.B.A., the Architectural Association, and 
the Allied Societies in Great Britain, Ireland, 
and Overseas are invited to take part in the 
Conference. It is hoped that many ladies will 
be present, as guests of members, at all the 
events contained in the programme. A com- 
plete programme with full particulars will be 
issued in the near future. 


Beachy Head as an Open Space. 

It is expected that during this Session the 
Bill to empower the Borough of Eastbourne 
to acquire the Downs and downland above 
Beachy Head will be passed into law. It is 
proposed to preserve some 4,570 acres 275 ft. 
above sea level free from buildings for all time. 
The plans have been prepared by the borough 
engineer, Mr. Leslie Roseveare, in conjunction 
with Councillor Woolnough. 


Recent Additions to the National Gallery. 

Four pictures have recently been acquired 
by the Trustees, and are now on view in the 
Vestibule at Trafalgar-square. Three are 
frescoes from the Palazzo del Podesta at Assisi, 
the traditional lodging of the painters, who 
worked there in the Church of St. Francesco, the 
companions and teachers of Giotto. Two of 
the fragments, representing Evangelists, have 
much of the dramatic force found in 
Giotto’s own painting; in manner they are 
identical with some of the Old Testament sub- 
jects in the upper church at Assisi. These 
form a most important link between Classical 
and Renaissance art. They are the work of 
the Roman School, of which Pietro Cavallini was 
the head, and at Assisi became the immediate 
inspiration of the style which Giotto was to 
develop with such epoch-making results. The 
fourth picture is a small portrait of Samuel 
Rogers by John Linnell. 


L.C.C. Proposed Improvements. 

The L.C.C. proposes an expenditure of 
£1,000,000 on street improvements during 
1926, £24,000 on a new central school at Stoke 
Newington, and £38,000 on a block of dwell- 
ings to accommodate 1,168 persons at Hornsey 
Rise, Islington. 


Manchester Proposed Tube Railway. 

The report on a proposal to construct a 
14-mile underground railway, as a means of 
solving the road traffic problems, will come 
before the City Council at their next meeting. 
The estimated cost of such an operation is 
between £250,000 and £300,000 a mile. 


Old Bucks Inn Threatened. 

The Buckingham Arms, Great Missenden, an 
inn dating from the middle of the sixteenth 
century, is to be demolished in order that its 
site may be used for thie erection of a bank. 


Correction. 

Mr. H. Austen Hall, F.R.I.B.A., writes to 
inform us that he is not the architect of some 
showrooms in Westbourne-grove, concerning 
which a paragraph appeared in a recent issue 
of The Builder. 
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COMPETITION NEWS 


Liverpool College. 

The awards in this competition are as follows : 
(Ist) Mr. J. R. Leathart, in association with 
Messrs. Granger & Webber; (2nd) Messrs, 
Crickmer & Foxley; (3rd) Mr. Maurice EF, 
Webb. 

Bank of Liverpool New Head Office Building, 

In the limited competition for a new head 
office building for the Bank of Liverpool & 
Martins, Ltd., Professor C. H. Reilly, the 
assessor, has awarded first place to Mr. Herbert 
J. Rowse, A.R.1.B.A. 

Memorial Clock Tower and Fountain, Blackpool. 

Mr. E. Bertram Kirby, F.R.1.B.A., the 
assessor in the competition for a memorial 
clock-tower and fountain to Dr. W. H. Cocker, 
Blackpool's first mayor, has made the following 
awards :— 

First (100 guineas): Professor Lionel B. 
Budden, M.A., A.R.1.B.A., School of Archi- 
tecture, Liverpool. 

Second (50 guineas): Mr. J. Lindsay Grant, 
A.R.I.B.A., in collaboration with Mr. Edward 
Adams, A.R.I.B.A., School of Architecture, 
Municipal School of Art, All Saints’, Manchester. 


Third (25 guineas): Mr. Jack A. Coia, 
A.R.I.B.A., Longridge-road, Earl’s Court, 
London. 


One hundred and one sets of drawings were 
submitted. 

Australian War Memorial, Canberra. 

The President of the R.I.B.A. has nominated 
Sir Reginald Blomfield, R.A., F.R.1.B.A., to act 
as adjudicator in connection with this Com- 
petition. 

Council Offices and Fire Station, Purley. 

The President of the R.I.B.A. has nominated 
Mr. P. D. Hepworth, F.R.1.B.A., as assessor in 
this competition. 

Building Exhibition £100 Essay Prize. 

The promoters of this year’s Building Exhi- 
bition are offering a prize of £100 and four 
valuable books dealing with architecture as 
consolation prizes, for the best essay on “ My 
Impressions of the Building Exhibition, 1926.” 
The following gentlemen will act as judges :— 
Messrs. E. Guy Dawber, P.R.1.B.A., H. 8. 
Goodhart-Rendel, President A.A., and J. C. 
Square, President Architecture Club, whose 
decision must be accepted as final. 

Essays, which must be typewritten, are not 
to exceed 2,000 words, and must be delivered 
to the office of the Building Exhibition, 4, 
Essex-street, Strand, W.C.2, on or before 
May 30. Each essay must bear a nom-de-plume 
and not the name of the competitor. The nom- 
de-plume and the name and address must be 
placed in a separate envelope accompanying the 
essay. Only bona j de architectural and build- 
ing students in the United Kingdom who are 
connected with a trades school, polytechnic, 
or university are eligible to compete. Intending 
nese must apply for a form to Mr. H. G. 
Montgomery (Hon. A.R.1.B.A.), 43, Essex- 
street, Strand, W.C.2, upon which to enter 
their name, age and school. 

Nurses’ Home, Walsall. 

We are informed that the competition for 
plans for the proposed nurses’ home at Walsa 
is to be restricted to architects practising within 
the area of the Union. 


Proposed New Elementary School, Oldbury. 
We are informed that the conditions of this 
competition have been submitted to the Com- 
petitions Committee of the R.1.B.A., and that 
they are in order. 
War Memorial, Offaly. 

The Offaly War Memorial Committee offer & 
prize of ten guineas for the best design for 
war memorial to the men of Offaly, who fe 
in the War, 1914-1918. Further particulars 
may be had on application to Mr. J. G. Haines, 
Secretary, Offaly War Memorial Committee, 
Charleville-square, Tullamore. 


*,* In consequence of pressure on our space 
Wwe are omitting our Competitions Table, 2° 
changes in it having occurred since last wees- 
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BOOK REVIEWS 


The English Inn, Past and Present. By A. E. 
Ricuarpson, F.S.A., F.R.1.B.A., and H. D. 
Esertern, B.A. (London: B. T. Batsford, 
Ltd.) Price 21s. 


Tae authors of this lavishly illustrated and 
most interesting volume define their project in 
a happy phrase: “ We are attempting,” they 
say, “to encompass the flavour of every 
type of inn.” The “* full flavour of what has 
been and to some extent still is,” pervades the 
letterpress and illustrations alike. The archi- 
tectural aspect of the English Inn receives its 
due meed of attention from architect-authors ; 
but they stress particularly the spirit of the 
hostelry, its development, its social and economic 
setting. With broad, unhesitating strokes, 
they trace the outline, and set within it many 
carefully-drawn pieces of telling detail. These 
vivid word-pictures are gathered from con- 
temporary letters and diaries, and from a rich 
store of facts, observations, and imaginary 
scenes. The development of inns is traced from 
the times when the “ entertainment of travellers 
formed part of religious foundations,” and 
casual hospitality was found in castle and 
manor-house. In the Georgian coaching days, 
we see the authors most completely at home, 
although they are courteous to the Victorian 
hotel and the modern public-house. The sub- 
sidiary but important functions of the inn are 
pointed out, such as that of early trade and 
business centre, playhouse, club, and post- 
office. There is a chapter on ‘ Coaches and 
Old Methods of Travelling,”’ and their influence 
upon the planning and arrangement of inns. 
“London Inns” receive special notice, as do 
also “ Small Inns, Alehouses, Wayside Taverns,” 
with their special local characteristics and 
functions. In a final section on “ Touring,” 
the authors advocate holiday road-travel, 
with the purpose of finding and enjoying old 
ins. Routes are suggested, with notes on each, 
supplemented by maps and a topographical list 
of some old inns. The chapter on “ Inn Signs ” 
must be read with caution, for in some cases 
conclusions as to origins are inadequate. But 
the semi-domestic social life of the inn is most 
vividy presented. Many passages could be 
quoted, not merely as samples of the “ flavour,” 
but as transferred allusions to the book itself. 
“The interest of an inn is in its capacity for 
entertainment in every sense,” and the authors 
are splendid hosts. While they entertain us 
vith unstinted good fare, they hover around 
attentively with enthusiasm for detail. They 
bring out their own favourite treasures : Prints, 
bill-heads, furniture, ironwork. Moreover, when 
they bid us draw the settle up to the fire they 
are not above stretching their own hands to the 
blaze and rubbing them with satisfaction, as 
they chat and laugh and gossip about “the 
inns we have enjoyed.”” And, “ as we sit in our 
chairs, we enjoy the whole picture of the coaching 
tra,” and the days before and since. The book 
vill be of value, not only to the architect, but to 
all those who take an interest in English 
Village life and history and should stimulate 
an appreciation of the charm of many of our way- 
side buildings of the past. The illustrations are 
excellent. Some are from sources contemporary 
with historical periods discussed, others are 
charming recent drawings and well-chosen 
photographs. To mention that the book is 
one of Messrs. Batsford’s ‘“‘ Old English Life 


‘eries” is sufficient hint of the excellence of its 
production. 


“pon’s Architects’ and Builders’ Pocket Price 

Book, 1926. Edited by Cuiype Yovune, 
PRIB.A. Fifty-third edition. (London : 
E. & F. N. Spon, Ltd.) Price 5s. net. 


This very handy little volume contains much 
ri information, but we are of the opinion 
able & More complete revision would be advis- 
e The Editor states in the preface that 

there has been an increase in wages.” The 
imerease of which we are aware took place 
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in October, 1924, i.e., before the 1925 edition 
was published. On page 10 rates of wages are 
given for “London” and “Country”: no 
mention is made of the fact that the rates 
quoted for London are those within a 12-mile 
radius, and that between the 12- and 15-mile 
radii the rates are $d. per hour less; while to 
quote general rates under the heading of 
“Country ” appears to us to be of very little 
value, since the rates for mechanics vary from 
ls. 4}d. at, say, Hastings, to 1s. 9d. at, say, 
Liverpool. To mention another point, the 
prices on page 95 for asbestos sheet tiles are not 
clear: the first prices quoted are presumably 
“per square,” but this is not stated; while if 
the next prices include for cuttings, the method 
of presenting this fact lacks somewhat in clarity. 
The prices for leadwork generally are not con- 
sistent, and the daywork price on page 206 for 
milled lead in sheets cut to sizes has had 
only 15 per cent. added for profit (taking 
the basic price of 45s. mentioned on page 
138), instead of the 20 per cent. mentioned 
on page l. 





From “ The English Inn—Past amd Present.” 


“The Old Green Dragon ”’: 


BOOKS RECEIVED. 


ENEMIES OF TrmBER. By Ernest G. Blake. 
(London: Chapman & Hall, Ltd.) Price 
12s. 6d. net 

Tae Cornisu CuurcH GuIpE (‘Lruro: Oscar 
Blackford.) Price 2s. 6d. 

MODERN PLASTERWORK ConsTRUCTION. By 
George P. Bankart and G. Edward Bankart. 


(London: 9, Queen Anne’s Gate, 8.W.1.) 
Price £1 Is. net. 
New Law or Proprerty. By W. G. H. 


Cook. (London: Gee & Co. (Publishers), Ltd.) 
Price 7s. 6d. net. 

THe Practica Saw Doctor. By R. W. 
Todd. (London: William Rider & Son, Ltd.) 
Price 5s. net. 

THE Express Reckoner. By J. Gall Inglis. 
(London: Gall & Inglis.) Price 2s. 6d. net. 

COMMISSION INTERNATIONAL DE L’EcLarraGe, 
(Cambridge : University Press.) Price 15s. net. 

CoLour. By Basil Ionides. (London : Office 
of Country Life.) Price 10s. 6d. 


A study of a galleried London Inn. 
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THE PLANNING AND EQUIPMENT OF THE 
SMALL HOUSE.—VIII 


By EDWIN GUNN, A.R.1.B.A. 
COOKING, HEATING, AND HOT WATER. 


THe essential difference in the demands 
made upon apparatus for the above-mentioned 
domestic necessities prevents a combination 
from attaining the maximum efficiency in any 
one of them; but it is nevertheless true that, 
in the small house, economy of space and 
simplicity of means are so highly desirable that 
they may compensate for some falling short 
in this respect. 

Enumerating the requirements briefly, they 
may be taken as: (1) Cooking should be 
available at any time, but not continuously ; 
the degree of heat should be under close control. 
(2) Heating is a seasonal requirement, con- 
tinuous when in use, but capable of moderation 
at will. (3) Hot uater is needed in continuous 
supply and at maximum efficiency always. 

Hot-water supply and cooking are thus seen 
to approach more nearly on a time basis than 
heating. They do, in fact, combine fairly well, 
as in the old kitchen range, but with the dis- 
advantage that if the main cooking appliance 
is also the sole hot-water producer, though it 
may be efficient in both capacities, it is apt to 
be an unpleasant companion in the summer 
months. To this very largely is due the advance 
of the gas cooker and geyser and, more recently, 
of the independent coke boiler. Where a separate 
kitchen and scullery exist it is a very convenient 
arrangement to treat the two in effect as winter 
and summer kitchens, the kitchen being equipped 
with a ‘“‘ Thermostove,”’ ‘“‘ Cookanheat,’’ or 
similar form of cooker, which is capable of 
running a radiator system; and the scullery 
having a gas cooker and independent coke boiler 
(lagged), the latter giving continuous hot water 
for domestic use. By this means the kitchen in 
summer is preserved at a pleasant working 
temperature and confers upon the rest of the 
house the benefit of warmth when used in 
winter. 

It is not solely prejudice or insularity which 
makes most Britishers object to a radiator- 
heated house, but few will object te a radiator- 
warmed one. By this is meant the installation 
of relatively small radiators in, say, hall, 
dining-room, and north bedrooms—sufiicient in 
themselves to remove chill from the air, but 
requiring supplement from other sources on 
really cold days, when (as in the case of the 
dining-room), the room is occupied. This 
supplementary heat is easily supplied, together 
with some appearance of cheerfulness, by a 
gas or electric “ fire.’’ (See plan 3, on page 125, 
The Builder, January 15.) 

In the smaller house, such as shown in plan 1 
on the same page, when the scullery is non- 
existent or too small to serve as a work-room, 
a ‘ Thermostove,”’ ‘“‘ Cookanheat,”’ or ‘“‘ Eco,” 
may be made to do triple work, the domestic 
hot water being indirectly heated by a coil or 
inner jacket in the cylinder; but as there will 
undoubtedly be times when the fire could not be 
endured, alternative means of water heating 
should be provided for summer months. 

There are, of course, the further alternatives 
of the all-gas or electric house, or deriving 
domestic hot water from the cooking stove and 
heating a few radiators from a block boiler in 
the fireback of the living-room grate—which, 
even in centrally-heated America, remains an 
open fire. 

The question of fuel storage enters into this 
matter, since with, say, an-anthracite range, 
a coke boiler, and one or more open grates, 
three types of fuel become necessary. This is, 
perhaps, extreme, but it should be remembered 
as a modern commonplace that two (coke or 
anthracite and house-coal) are almost certainly 
required now, and should be provided for. 

In the smallest house of all, the back-to-back 
range—sitting-room fire to one room and oven 
and hot-plate to another, with a block boiler 


bet ween— is a very valuable space-saver, as well 
as giving incidental economies in first cost and 
running expense. It may be had fitted with gas 
appliances, so that the cooking face is usable 
when the fire is not required. 

Domestic EtceTeRAS.—An inordinate craving 
for cupboards has been declared by a witty writer 
to be the sign of a flabby mind unable to take 
decisions and prone to store useless things which 
would be much better thrown away. This 
dictum applies, of course, to the adventitious 
cupboard and not to those of definite purpose, 
which should form part of every well-constituted 
house. The essential cupboards (excluding the 
larder and coal store, which are beyond mere 
cupboards), may be said to be china cupboard, 
dry store, and broom cupboard, in conjunction 
with the kitchen quarters, to which, in some 
cases, will be added preserve cupboard and 
(where no separate scullery exists), pot and pan 
cupboard. The upper part of a coal or coke store 
may often be ceiled over at 5 ft., and made to 
open to kitchen or scullery to serve one or other 
of these purposes. In conjunction with the hall, 
a cloak cupboard and possibly a “sports” 
cupboard will tend to preserve tidiness, and in 
some cases a wine cupboard will be asked for, and 
is best placed here—but that is getting near 
the larger house. 

On the upper floor, both an airing cupboard 
and a cool (but dry) linen cupboard should be 
provided, and a dwarf cupboard for cleaning 
materials and utensils is a convenience if not 
a necessity. Fitted wardrobes in bedrooms 
will always give rise to divided opinions— 
probably when building for newly-married 
people they are an economy, and they certainly 
obstruct a bedroom much less than the huge 
wardrobes current a few years ago, but the 
recent advances in compactness which have 
been achieved by cabinet makers, make many of 
the newer types quite worth while tor their own 
sakes. If wardrobe cupboards are built in, it is 
a good plan to fit them with independent bottoms 
at skirting level, which keeps them much 
freer from dust than they are when floored at 
room level. 





CORRESPONDENCE 


[While we are glad to publish lettere on professional 
and other matters of interest to our readers, it must be 
understood that we do not necessarily endorse the remarks 
of correspondents, who will eblige us if they will express 
their views as briefly as possible.) 


“The Making of a Slum.’’ 


Sir,—The Council of the R.1.B.A. is to be 
heartily congratulated on its selection of the 
subject discussed at the last meeting. To hear 
the opinion of one who for thirty years has kept 
watch over a social problem of vast importance 
to the welfare of the inhabitants of London is 
no mean privilege. His hearers must have had 
mixed feelings following his statements. With 
courtesy, but with direct bluntness, he showed 
how some, at least, of the enterprising pioneers 
early in the last century, through lack of vision, 
created problems which their successors find of 
tremendous difticuity. Dark spots in our midst 
are due, we learn, to areas being hemmed in and 
isolated by railway embankments, gasworks, and 
canal-ways, which, in other directions, have 
been of immense importance and value to the 
public. 

It is cause for thankfulness that the gas 
industry has now developed in such a way as to 
remove some of the demoralising effects of its 
activities. Tube railways relieve, to some 
extent, the pressure of locomotion, without 
interference of the surface contours. Our hopes 
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for the future are raised by the testimony of the 
author that the condition of children is vastly 
better to-day than thirty years ago. Credit for 
this must be given to those educational enthu- 
siasts who, facing great opposition, have estab. 
lished a system of which we may be proud, and 
have gathered together a body of teachers, men 
and women, who respond to the responsibilities 
and privileges of their office, and give instruction 
in cleanliness, sanitation and home-management. 
This progress, to be maintained, is dependent 
largely upon environment; open spaces for 
vegetation and the touch of nature, even though 
small, being better than none. Otherwise, there 
will be a retrograde movement, which must be 
guarded against. 

It was refreshing to hear from Col. Levita, 
the Chairman of the Housing Committee of the 
L.C.C., that the ideals of his Council are at a high 
level. 

Dr. Raymond Unwin’s remark upon the 
importance of securing light and abundanee of 
it in the home were most opportune. Women 
are the greatest sufferers by its absence, as their 
duties hold them there a greater proportion of 
their time than either the men or the children, 
and it is to the mothers of the coming generation 
to whom our greatest sympathy must be shown. 

I should like to add my thanks to the author 
of the paper for the illumination which he has 


brought on so vital a subject. 
Francis Hooper. 


The New Covent Garden. 


Sm,—yYou illustrate in your last issue an 
appalling design for a proposed market on the 
Foundling Estate. As no surrounding property 
is illustrated, it is not clear whether the scheme 
embraces Brunswick and Mecklenburgh-squares 
or abuts on them; references to the widening 
of Hunter-street suggest that the former is 
the case. Apparently the pleasant little 
graveyard park ‘containing the tomb of Crom- 
well’s sister), on the north, is also engulfed. 

It is now six months since the sale of the 
Foundling Estate. Little or no protest has 
been made, and now the spoilers are st work 
in earnest, threatening both the open spaces 
and amenities of one of London's most famous 
districts. Careful management has hitherto 
prevented the Foundling property from degene- 
rating into slums like much of that adjoining it, 
and it is a thousand pities that the Trustees 
did not see their way to continue this manage- 
ment, instead of surrendering to one of the soul- 
less “‘ development ” combines, whose existence 
is the curse of modern London. Surely, at last, 
there will be a united opposition from all public- 
spirited people. Have the L.C.C. no powers to 
insist on the retention of the open spaces and 
the residential character of any buildings 
erected ? What is the R.I.B.A. doing ? 

Guilford-street has a quiet unity of scale not 
possessed by Kingsway or Regent-street. 
Mecklenburgh-square is almost unique in its 
refined evenly balanced fagades. The present 
Covent Garden buildings have considerable 
architec tural merit ; the anonymous design for 
the new ones is—well, it speaks for itself. 

But apart from ®sthetic considerations, the 
scheme is entirely against the public interest 
in every way. Your leaderette emphasises 
the traffic difficulty. Thousands will be rendered 
homeless through the demolition of the existing 
residential property, and the whole of the 
surrounding district will irrevocably deteriorate. 
Can nothing be done to frustrate this scheme ? 

S. Grytis WILSON. 


Volume of Building. 


Smr,—I wonder whether one of your Ccorre- 
spondents could give me the following infor- 
mation :— 

(1) Approximate volume per annum, prior’ to 
present building . activities, of construction 
comprising office buildings, warehouses aD 
flats. ae 

(2) Volume of construction recently i = 
above classes, separated if available, since the 
iene tial A. O. Epwakbs. 
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THE ARCHITECTURAL 
ASSOCIATION 


ARCHITECT AND CLIENT. 


Mr. H. 8. GoopHart-RENDEL (President) 
occupied the chair at a general meeting of the 
Architectural Association, held at 53, Bedford- 
equare, W.C.1, on Monday evening. 

After the minutes of the previous meeting had 
been approved, five nominations for membership 
were announced, and Miss K. M. James and 
Mr. F. C. Frizzell were elected members. 


Captain R. L. Reiss (Director of Welwyn 
Garden City, Ltd., and Hampstead Garden City) 
then gave an address on “ The Architect from 
the Client’s Point of View.” 

Inany consideration of the subject, he said, one 
had to face the fact that the ordinary layman 
usually wanted to avoid employing professional 
men if he could possibly do so. Also, the layman 
as a rule was suspicious of the professional man, 
and that was why there had been so much 
controversy recently on the subject of the 
medical profession and why the purveyors of 
quack medicines were so prosperous. For the 
same reason, in connection with the legal profes- 
sion, there was a very great demand for standard 
forms of wills. But, as compared with other 
professions, the architectural profession suffered 
from certain very definite disadvantages. In 
the first place, the client had to pay the architect 
a comparatively large fee for even small jobs, 
whereas the doctor and the lawyer gradually 
increased their accounts by small amounts. 
The architectural profession suffered because 
its trade union was much less strong than the 
trade unions of other professions. The legal 
profession had established such a position that 
the public had to go to it in any matter relating 
to the law, and the doctors had to a large extent 
established the same position. 

But the Royal Institute of British Architects 
and other architectural bodies had not yet been 
able to make the public see any particular reason 
why they should always seek architectural 
advice when about to build. The public were 
inclined to ask why they should employ an archi- 
tect at all. That position did not apply to the 
large commercial undertakings, but it was a fact 
that the average man had not been taught that 
he would get a more satisfactory house if he 
employed an architect. Until the recent 
publication of the pamphlet on “‘ The Architect 
and His Work,” by the R.I.B.A., the profession 
had never given any real reason why an archi- 
tect should be employed. At last, and a long 
time after the other professions, architects had 
embarked upon co-operative advertising, 
although the recent pamphlet seemed to be a 
somewhat feeble and very tentative effort. 

It was important to discover a means by 
which the faith of the public in the architectural 
profession could be increased, and by that he 
did not mean individual architects, but the 
whole profession. The pamphlet referred to set 
out the reasons why the public should employ a 
competent architect, but the public would want 
to know the means by which they could be sure 
that an architect was competent. The mere 
fact that an architect had some letters after his 
hame was no criterion at all at the present time. 
The pamphlet said the architect was not merely 
an artist, but also a man of business and science, 
with a knowledge of building construction and 
all the thousand-and-one technical details that 
Went to make up a building. But in his experi- 
ence, if one picked an architect from a list 
withoutj any knowledge of his attainments, the 
probability was that one would be let down. 

The architect should also study sociology and 
fconomics. The relation between architect and 
client, once established, was one which very 
quickly developed into one involving a clash of 
views. A shopkeeper, for instance, had very 
definite ideas as to what he wanted The main 
object of the shopkeeper was to sell as many 
g00ds as possible, and that involved not only 
the means to display them to the best advantage, 
and to tcmpt people to buy things they did not 


Want, but also to give the impression that the 
goods were cheap, whereas in reality they were 
dear. So that if the architect were to follow 
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the first principle of architecture—namely, that 
a building should be truthful to the function it 
served—he would indicate in a shop that “ this 
is a place where you will be able to buy things 
you do not want, and that generally the things 
you buy will not be worth the value placed upon 
them by the shopkeeper.” On the other hand, 
the shopkeeper did not want that impression 
created ; he was concerned simply with com- 
merce. How, then, was an architect to design 
a shop which would satisfy the first principle of 
architecture, the public esthetic sense, and also 
the client ? 

The question of the design of a cinema was 
even more difficult. The function of the cinema 
seemed to be to show a rather sordid picture of 
life in America, to be a place where one could get 
a pictorial impression of rich and voluptuous 
social life by paying a very small price. How 
could the first principle of architecture be 
applied to such a place? First, it would have 
to be indicated that most of the things to be 
seen were American, but in view of the recent 
statement of the film industry that cinemas 
should be international in character it would 
also be necessary to indicate that a small pro- 
portion of what was to be seen would come 
from other countries. The building had also 
to indicate wealth and tawdry cheapness, and 
that there was a certain amount of sex interest 
involved. All this would be necessary to 
satisfy the first principle of architecture, but 
it would not satisfy public taste and neither 
would it satisfy the client. Up to the present 
he did not think architects as a whole had been 
able to reconcile their functions as artists and 
as business men desirous of satisfying their 
clients in the design of shops and cinemas, 

In books on architecture and in the public 
utterances of architects the main emphasis 
was invariably placed on big industrial build- 
ings. Buildings such as Somerset House were 
illustrated to emphasise the importance of 
breadth in design; the Cathedral of Milan was 
illustrated to show the importance of vitality 
in design; a big public or ecclesiastical build- 
ing was illustrated to demonstrate repose. 
The result was that the general public considered 
architecture as mainly a question of the pro- 
duction of large buildings, and the architects 
were hardly ever considered in the matter of 
the design of the large bulk of buildings, and 
while a big public building would be entrusted 
to an architect the remainder of the town would 
be left to the speculative builder. Thus, 
90 per cent. of the buildings the ordinary man 
saw in the streets were not the work of archi- 
tects at all. In his opinion it was far less 
important that Lincoln Cathedral should 
dominate Lincoln than that the rest of Lincoln 
should be reasonably well designed. He 
suggested that the critics and writers on archi- 
tecture should place far less emphasis on the 
big public building and far more on the smaller 
building and dwelling houses. The chief point 
in ensuring that the bulk of buildings would be 
designed by architects was that their employ- 
ment should not add to the cost of building. 

Much more attention should be given to the 
street effect when designing individual build- 
ings. Even if well-designed the individual 
building was of small importance compared 
with the street or district as a whole. In 
crowded streets with buildings of varied design 
the architect was powerless to make any 
improvement, however well he designed ; but 
on the other hand there had been opportunities 
recently, such as Regent-street and Kingsway, 
in which the architectural profession had had 
their chance of designing something harmonious 
as a whole—not the mere repetition of some- 
thing, but a kind of unity. 

He wanted to be able to tell prospective 
clients of the profession that if they employed 
an architect they would get a building which 
was pleasant to the eye, which would satisfy 
and improve the taste of the people who lived 
in the district, and that in the long run they 
would save money, even after allowing for the 
architect’s fees. He could say that in regard 
to one or two architects, but in general the 
profession was faced with the fact that people 
would say, ““ What about Regent-street ; what 
was the architectural profession doing there, 


and what is the result ?”’ The question of cost 
was very important, but very often the employ- 
ment only increased the cost even when the 
architect had full professional qualifications. 
Experience in regard to the design of housing 
schemes since the war had been very unfor- 
tunate from the architect’s point of view, and 
he thought the R.I.B.A. was to blame for the 
reason that the scale of fees for housing work 
was increased, and increased to such an extent 
that architects were not now employed on 
one-twentieth of the schemes. Housing schemes 
were now invariably in the hands of borough 
surveyors. As a result of the architect being 
too much of an artist and too little of a business 
man, the cost of housing under architectural 
supervision had so much increased that it 
seemed likely that borough surveyors would 
carry out all such work in future. 

Another point was as to how far the architect 
should meet the client who wanted something 
of the “ Tudorbethan” style beloved of the 
speculative builder, and in this connection he 
did not think the architect should turn down 
the commission altogether, but endeavour to 
meet the client as far as possible while at the 
same time improving on the work of the specu- 
lative builder so that in course of time some- 
thing good would be evolved which would 
satisfy both the architect and the more en- 
lightened public taste. 

In proposing a vote of thanks to the lecturer, 
Dr. Raymond Unwin said the attitude of the 
Ministry of Health was that architects should 
be employed on all housing schemes. On the 
whole the most satisfactory and economical 
schemes were those which were in the hands of 
architects, although he was bound to admit that 
a considerable number of the architects engaged 
on such work were not competent to undertake 
it. It was a fact that 60 per cent. or more of 
the total value of building work in this country 
was housing; in the vast majority of cases no 
architect was employed for this class of work, 
and he thought the architectural schools might 
pay more attention to small house and cottage 

uilding. With regard to the increasing com- 
plexity of building work, he thought the diffi- 
culty would be met by making greater use of 
consultants rather than by partnerships, as 
was done in the medical and | professions. 
One of that problem could probably be 
dealt with by leaving more of the work to the 
quantity surveyor, but that would be rather 
dangerous because at present many quantity 
surveyors were not trained for that particular 
P . The quantity surveyor had proved 
rather a failure in housing schemes, and had 
now gone out of nearly all of them. i 
bills of quantities were not applicable to housing ; 
as a matter of fact it was very often 10 per cent. 
or 15 per cent. cheaper to get tenders for cottages 
without bills of quantities than with them. 
thought a suitable type of bill of quantities 
applicable to housing schemes should be 
evolved. 

Mr. C. HenNELL said it was essential to see 
that when a man wanted to spend £5,000 on 
a house it did not cost him £500 more. If 
an architect always kept to the client’s require- 
ments it would increase the confidence of the 

ublic in the profession. It was a regrettable 
fact that architects were doing very few housing 
schemes at present. The scale of fees had been 
very carefully gone into by the R.I.B.A. last 
year, and he hoped it would not be still further 
reduced, for he was afraid architects would not 
be able to carry on at all for less remuneration. 
It was unfortunate that the speculative builder 
could always build cheaper than an architect, 
principally because he was in a position to take 
advantage of market fluctuations, and was not 
tied down to the use of certain materials when 
he could get others cheaper. 

Mr. F. E. Wit1aMs said the amount of glass 
window space was a very important factor to a 
shopkeeper. It was a fact that in the big stores 
a window display for a particular department for 
one day would increase the sales of that depart- 
ment by 100 per cent., and in face of such a fact 
the shopkeeper could not be expected to give 
up his window space. It was up to architects 
to design shop fronts on artistic lines so far as 
they could while meeting the clients’ wishes. ! 
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AMERICA—VII 


ZONING. 
Br F. E. BENNETT, A.R.I.B.A. 


Wuat is zoning? It is an arrangement 
established for preserving the amenities of 
cities so that they shall not be spoiled. 
The “ ment” is that certain buildings 
shall be located in certain districts according to 
the uses made of them; that they shall be no 
more than certain maximum heights and that 
they shall have sufficient spaces between them 
to prevent overcrowding. The “ Building 
Zone Resolutions” of New York were the first 
laws established to bring about the “ arrange- 
ment,” and since their production some ten 
years ago they have been operating steadily. 

Before the time of the zoning laws New 
York came under a flat law governing the whole 
of the city and a sort of competition existed to 
see who could put his building up highest. If 
the highest apartment house at one time was, 
say, fourteen stories, the next man who built 
an apartment house wanted to make his fifteen 
stories. In addition to this, the use to which a 
building was put came under very little or no 
restriction, no matter where it happened to be 
situated. New York was becoming very mixed ; 
schools, breweries, clubs and slaughter-houses 
all rubbed shoulders one with another, and the 
good spots were rapidly deteriorating. Then, in 
1916, along came these Building Zone Resolu- 
tions and the outlook for the future was very 
mueh changed. 

The zoning resolutions are apt to seem a little 
strange and difficult to understand because of 
the American wording and use of different terms, 
but really it is just a matter of three main laws, 
which are quite direct in their application. 
The first one of these is for “ mtn and 
restricting the location of trades and industries— 
and the location of buildings designed for 
specified uses "—and it divided New York into 
three classes of districts :— 

(1) Residential districts. 
(2) Business districts. 
(3) Unrestricted districts. 

A large map was drawn out and all the many 
divisions made within these three classes were 
shown on it. There were many divisions, but 
each belonged to one or other of the three 
districts. 

The second resolution was made for “ — 
ing and limiting the height and bulk of buildings 
hereafter erected,” and the city was again 
divided into classes of districts, five of them 
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this time called and 
differentiated as :— 

1 Times Districts. 

1 ” 

l ” 

2 ” 

24 ” ” 

“ Two times ” means that a building must not 
be more than twice the width of the street, and 
so on for the others. Again, if the building is set 
back cne foot from the building line it may go 
two feet higher, and in similar proportion for the 
other districts. 

Another article of the resolutions divided the 
city into five more classes of districts, this time 
to regulate and determine “ the area of yards, 
courts, and other open spaces.” (“ Court” in 
the American sense means the portion ot a site 
not —— by the building; and “area” 
means cubic area as well as s 


“height districts,” 


ace area—a court 
exists vertically as well as horizontally, whether 
walled in or not.) Courts must have a width 
in direct relation to the height of a building— 
so many inches of court to every foot in height 
according to the class of the district. 


Soon after New York made these zoning laws 
other cities which contained tall buildings and 
had an eye to the future began to see the 
wisdom of them and followed New York’s 
example by producing laws of their own. What 
they are in detail it is not necessary or possible 
to state here as the New York laws formed the 
base for the others. 


The zone restrictions on the situation of 
t of buildings has had a great effect on the 
values of properties, and certain districts are 
becoming very precious by reason of the grand 
isolation given them. The Park Avenue and 
Fifth Avenue district is an example. The 
apartment-houses are sure of never being inter- 
fered with by shop-keeping or any form of 
industry, and the development of residential 
luxury is making great strides. 

A fourth article makes careful provision for 
encouraging and dealing with appeals, so that 
the law may be adjusted from time to time in 
order to keep pace with changing conditions. 
As a result, constant alterations do take place 
and a mass of further legislation has been 
created. 

Of the three main resolutions, however, the 
second one governing heights and bulk is the 
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most interesting trom an architectural point of 
view. Its effect on New York has n to 
transform the whole appearance of the city 
into something which was probably quite 
unexpected. It is not that so very many 
buildings have been affected, but the ones 
constituting the landmarks and coming most 
under notice are changed. It must always be 
borne in mind that sky-scrapers do not stand 
up all over the country, but are relatively quite 
few and confined to small areas. Many people 
will have the impression from the many pictures 
they have seen that there are enormous numbers 
of them, whereas relatively there are only a 
few. So much is made of those few because 
they are a peculiarity of the country and 
represent its great difference from all others. 
Again, the sky-scraper is a feature of only a 
limited number of cities—New York, Chicago, 
Buffalo, Detroit, Philadelphia, Texas, and a 
few others. 

The old type of building, finished off square 
at the top and with a heavy Italian cornice, 
has lost its status ; the monotonous squareness, 
with practically no relief in the way of set- 
backs and massing of buildings, has now given 
place to a series of towers mounting up pic- 
turesquely in varied series of set-backs. This 
continual setting back of stories, necessitated 
after the prescribed cornice line is reached has 
opened everybody’s eyes to the new possibilities 
of design, within these forms, and given rise to 
a t deal of thought upon the subject. 

ith this development building, as a whole, 

has naturally enough come to be thought of 

more by the general public, and interest in 

a has received a very great fillip 
ry it. 

Coupled with this development the expres- 
sion of steelwork in the design of facades is 
taking fresh turns everywhere. The old 
features of string-courses, orders above orders, of 
large cornices and heavy classical details are 
disappearing, and the desire for vertical lines 
running right through the fagade from the 
ground to the top stories is producing a struggle 
which shows in its results a fine enterprise. 

The first diagram shows in solid mass the 
effect produced on a normal building above 
the cornice height by the requirements of the 
new law, and the next diagram shows the sort 
of architectural treatment it receives. In this 
case, which is an apartment house, the normal 
classical elements are no longer employed, and 
the expression of the steelwork forms the basis 
of the treatment. There is no doubt that 
everybody is completely sick of trying 
squeeze the nature of a classical temple on to 4 
building which is entirely opposite to it in Mass. 

The writer tried to obtain the opinions 
various eminent architects as to wha‘ they 
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considered the future of this sort of thing would 
be, what would be the developments, and what 
the City would look like within another hundred 
years, but all the answers he got were quite 
on the vague side. They seemed as if they did 
aot want to commit themselves, and he found 
he could not get very far on the subject. 

It seems that development is so rapid and a 
man’s time so fully occupied keeping pace with 
it, that trying to forecast the future beyond 
ten years’ time is a subject too heavy for con- 
templation. 

There is, however, one man in particular 
who has given some considerable thought to 
the subject. He is Mr. Hugh Ferris, an artist 
prominent in America for his architectural 
perspectives. One of the architectural maga- 
zines recently published some of his drawings 
showing what appears to be a very reasonable 
idea of what might be expected in the future. 
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Oxford University Extension. 


The new buildings designed by Sir Reginald 
Blomfield, ra ledy Shapes Hall, at 
Oxford University, are now ready for occupation, 
and without any formal opening will come into 
use next term. The new block will provide sets 
of rooms for twenty-nine students, a common 
room, a porter’s lodge, and a set of rooms for 
the principal. It joins up the main buildings and 
the Wordsworth Building, and the blocks will 
be connected by a covered walk, as at Somerville 

llege. The total cost of erection is estimated 
at £30,000. Other schemes for the future in- 
clude the erection of a new chapel and a new 
library, both of these having become inadequates 
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THE LONDON SOCIETY 


Tax fourteenth annual meeting of the London 
Society was held at the Royal Academy on 
Tuesday, March 23, under the presidency of 
Lord Crawford and Balcarres. 

In moving the adoption of the annual report 
and balance sheet Lord Crawford said that 
steady progress had been maintained ; the total 
income from subscriptions amounted to £1,242 
as compared with £1,137 in 1924. As the influ- 
ence of the Society increased it was more and 
more required to give advice on the difficult 
problems which affected London as a whole. 
The question of the City churches was apparently 
about to reach an acute stage. There were 
problems which seemed to be assuming new and 
urgent aspects : the traffic problem, for example. 
People seemed to think that if they built a new 
road they had solved the traftic problem—that 
was a mistake. Short cuts did not provide the 
sole remedy for slow movement, and the idea of 
cutting slices off the parks in order to let heavy 
vehicles pass through them was not going to 
solve the problem without producing reactions in 
other directions. Another problem emerging 
was that of the Foundling Hospital site, which, 
occupied by many interesting buildings, gave 
rise to a very difficult and urgent question. He 
was glad to learn that the Town-Planning Com- 
mittee of the London County Council had 
recommended that the whole area and its 
adjacent sites should be town planned. They 
must thank the Council for the promptitude with 
which they had acted; if decisions were taken 
in the early stages many difficulties might be 
removed. The preservation of the Bethlem 
Hospital was a fine example of public spirit, for 
which the London Society should be among the 
foremost to express their gratitude. 

Sir Reginald Blomfield seconded, and the 
motion was carried. 

Mr. N. Buxton, M.P., moving the re-election 
of the council and officers, spoke on housing, 
and advocated a general scheme for dealing with 
London as a whole over an adequate area. He 
said a definite scheme on a vast scale embodying 
sections of the Home Counties should be devised ; 
the scheme must include an arable and agricul- 
tural belt and provision for satellite cities, which 
were an essential part of a good London of the 
future. He felt that the London Society could 
do hardly anything more valuable than urge 
upon the Minister of Health that he should play 
his part in bringing about such a plan, which was 
an essential groundwork for action. Mr. 
Buxton suggested that in the interim before 
fresh housing accommodation was provided, 
public authorities should have greater powers 
and obligations to acquire unhealthy areas, 
retain them in their own hands and make them 
tolerable to live in. In the East End of London 
the streets were perhaps dirtier than they were 
generations ago, and children were still being 
brought up in the most wretched courts. 

Miss Edith Neville, hon. director of the St. 
Pancras People’s Theatre, in seconding, made an 
appeal on behalf of Sadler’s Wells Theatre. 

The motion was adopted, as was a vote of 
thanks to the Royal Academy, moved by Mr. 
Harold Cox, and seconded by Sir Alfred Rice- 
Oxley. 
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EXHIBITION OF SMITH’S 
TRONWORK 


Tue interest being shown in the work of 
the local smith is evidenced in this exhibition, 
which is open until the end of the month at 
the Vassar Galleries, 1, Church-street, Ken- 
sington. The display consists of a variety of 
wrought-iron work, and thanks are due to the 
Rural Industries Bureau for loaning several 
pieces. Hinges, fire-dogs, fenders, gates, fire- 
irons, are a few of the many and various ex- 
amples shown, some of them, mostly the 
smaller examples, being the most satisfactory. 
The collection is drawn from localities so far 
apart as Lanark and Cornwall; while Kent. 
which has been’ closely associated with the 
efforts to promote the work of the local black- 
smith, includes the largest contribution. The 
prices asked are reasonable, and compare at 
times favourably with those charged under 
mass production. At the same time, such 
exhibitions are not without danger, from the 
tendency to promote novelty and take the work 
of the local smith out of its right setting. The 
attempt seen in some examples to pass beyond 
the limits of the material, textures and sur- 
faces other than those natural to the metal, 
detach it from a certain austerity that should 
belong to it, and impart a meretricious flavour 
The best work is seen in that which holds 
most nearly to tradition, into which the tain‘ 
of “* artiness '’ has not entered, as is the case, 
unfortunately, in the two lanterns shown. 
Fragments of wrought foliated metal ornament 
show skill in craftsmanship, but such orna- 
ment is accessory only to structure, and we 
should like to have seen more of this apprecia 
tion in the entrance and other gates exhibited, 
which are mostly very poor. One, for in- 
stance, wrought in iron, in imitation of an 
ordinary wooden gate, illustrates the mistake 
of trying to express the nature of wood when 
working in iron; as a result, there is no evi- 
dence of the treatment of metal, and the gate 
might just as well be of wood. els 

The recovery of local craftsmanship is of 
such national importance that very great care 
will be required that in the efforts to promote 
it the work of the smith is kept attached to 
its own atmosphere of traditional country life, 
and away from mere novelty and meretricious 
attractiveness. For this much restraint, some 
conformity with tradition, and high standards 
of craftsmanship and design are required. If 
this is kept in view the movement 1s more 
likely to gain the support of architects and 
responsible people having the public interests 
at heart. Unfortunately, the promoters of this 
exhibition have not altogether kept this in 
view. In calling so much attention to 
features novel in design and idea,"’ in order, 
we suppose, to allure the Press, and through 
it the public, they direct attention to the wrong 
things, and therefore promote not the best in 
the movement, but the more dangerous symp- 
toms. Those who seek for “a gate finely 
wrought to represent a web on which sprawls 
a large spider,”’ to which special attention 18 
drawn, will hardly appreciate a craftamanship 
more native to the purpose of such @ move- 
ment. We would call attention to the injury 
to wrought-iron work in lacquering it, which 
spoils the character of the surface in which 
so much of the charm lies. 
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ILLUSTRATIONS 
Bembridge School, Isle of Wight. 
We illustrate this week some working drawings 
of this school, for which Messrs. Baillie Scott 
& Beresford are the architects. A perspective 


drawing and plans of the school were included in 
our issue for January 8. 


Cafe Verrey. 

On the demolition of the old premises of Cafe 
Verrey in Regent-street, it was agreed by the 
Crown authorities that the Cafe should be moved 
from its original position and a new lease granted 
of a much larger site at the rear with direct 
entrance from Regent-street. In addition to 
this entrance, access can be obtained to the new 
building from Hanover-street, and there is a 
_ entrance in Princes-street. Considerable 

ifficulties had to be overcome in the designing 
of the building owing to the position of the new 
site, bounded as it is on all sides by old ~ my a 
The height of the new structure has had to 
somewhat limited, but the new building when 
complete will contain several fine rooms, which 
will be used as restaurant and banqueting rooms, 
and on the second floor a ballroom is being pro- 
vided with a spring floor. The top floor has 
been reserved for two Masonic Temples, &c. The 
decoration of these has been entrusted to 
Mesars. White, Allom & Co., and the work is 
ing carried out under the direction of Mr. 
Arthur Smee. The main restaurant on the 
ground floor is designed in the “ Empire ”’ style, 
the banqueting hall and ballroom on the upper 
floors being English in character. 
(The site is a somewhat irregular one, and 
from a constructional point of view was not easy 
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to handle. The building has been designed on 
the steel-frame principle, Messrs. Smith, 
Walker, Ltd., the constructional engineers, have 
been responsible for the design and the carrying 
out of the whole of the steelwork. The archi- 
tects are Messrs. Yates, Cook & Darbyshire. 

The general contractors were Messrs. Rice & 
Son, and the following were sub-contractors :— 
Diespeker & Co., Ltd., patent floor; Ames 
& Finnis, glazed bricks; Nine Elms Stone 
Masonry Works, stonework; Ragusa Asphalte 
Paving Co., Ltd., asphalt ; Comyn Ching & Co., 
Ltd., heating and ventilating; Wotton & Son, 
metal work and lantern light ; J. A. King & Co., 
pavement lights; Foote, Milne & Co., electric 
wiring ; Samuel Haskins & Bros., Ltd., entrance 
front ; Carter & Co., Ltd., tiling ; R. A. Petrucco 
& Co., Ltd., marble work ; Acme Flooring and 
Paving Co. (1904), Ltd., wood flooring; H. H. 
Martyn & Co., Ltd., plaster decorations ; Chas. 
Smith, Sons & Co., Ltd., ironmongery ; Ernest 
West & Beynon, Ltd., refrigerating plant ; 
Merryweather & Sons, Ltd., hydrants; Art 
Metal Equipment Co., Ltd., iron balustrading ; 
Express Lift Co., Ltd., lifts ; Fenning & Co., Ltd. 
marble work (exterior) ; George Jennings, Ltd., 
sanitary fittings; Samuel Elliott & Sons 
(Reading), revolving doors; Leo. Sunderland 
& Co., Ltd., cold storage plant. 


New Children’s Block, Norfolk and Norwich 
Hospital. 


The new children’s block of this hospital, 
the foundation stone of which was laid by 
H.R.H. Prince Henry, in January, 1925, is 
now completed and occupied. It is built on 
an open space at the rear of the main hospital 
buildings, and provides accommodation for 
thirty-two patients in five wards and two 
isolation cubicles, placed on a central axis and 
divided by plate glass partitions to facilitate 
supervision. The south wall of the wards is 
also glass, with folding doors leading to a 
covered verandah, the front of which is fitted 
with sliding screens which can be left open or 
closed as circumstances or weather decide. 
Outside the verandah a paved platform is 
placed, the object being that patients’ beds 
can be drawn out on sunny days. Each ward 
is cross-ventilated direct from the outer air, 
and provided with fireplaces, chiefiy for the 
purpose of cheerfulness, and lined with Dutch 
tiles, the pictures forming a source of interest 
to the little patients. On the north side of the 
corridor are placed the operating room block, 
ward kitchen, and sanitary blocks. The 
entrance at the eastern end of the building is 
designed as a reception block, over which is 
placed a nurses’ sick bay with an entirely 
separate entrance. The building is lighted by 
electricity and heated throughout by radiators 
which are served from the existing boiler house 
in the rear. 

The architects are Messrs. Edward Boardman 
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& Son, Norwich. The general contractor was 
Mr. W. J. Hannant, of Norwich, and the 
following were the main sub-contractors :— 
Z. D. Berry & Sons, heating; Martin Van 
Straaten & Co., Dutch tiles to wards; Bryon, 
& Co., other tiling; Barnes & Pye, Norwich, 
steelwork; W. G. Crotch & Son, Norwich, 
plastering; Henry Hope & Sons, Ltd., Bir. 
mingham, steel windows. 


Gas Light & Coke Company’s New Offices 

and Showrooms. 

On Tuesday last, the new offices and show- 
rooms of the Gas Light & Coke Co., in Horse- 
ferry-road, Westminster, 8.W.1 (illustrated in 
this issue), were opened by Mr. C. W. Nicholson, 
M.P., supported by the Mayors and Mayoresses 
of Westminster, Glico, and Lambeth. In an 
introductory speech Mr. D. Milne Watson 
(Governor of the Company) gave a brief 
history of the Company, which was founded 
by Frederick Winsor in 1812, gas first being 
made on the site of the new buildings. To-day, 
he said, 3,000 trades depended on gas in some 
way, and the demand for gas, in spite of the 
comparatively recent invention of electricity, 
was increasing. After the opening ceremony, 
the visitors made a tour of inspection of the 
showrooms and offices, which have been de- 
signed by Mr. Walter Tapper, F.R.I.B.A., with 
a view to displaying gas fires, gas cookers, 
gas water heaters, and other gas-consuming 
apparatus, not in serried ranks, but each in an 
appropriate setting. By this means, each fire 
or fitting can be seen as it would appear in 
a home or other building for which it is suited. 





MEETINGS 


Friday, Marcu 26. 

London County Council (School of Building).— 
Annua! Prize Distribution and Exhibition of 
Work. At Ferndale-road, Brixton, 8.W.4. 
7 p.m. 

Sebtetel Association.—Exhibition of 
Work by the late Bertram Goodhue. Formally 
opened by Sir Giles Gilbert Scott, R.A. At 


3.30 p.m. 
Monday, Marca 29. 
Royal Institute of British Architects.—Special 
and Business General Meeting. At 8. p.m. 
Tuesday, Marcu 30. 
Illuminating Engineering Society—A Discus- 
sion on Stage Lighting will be opened by Mr. H. 
Lester Groom. At 15, Savoy-street, W.C.2. 
7 p.m. 





Northern Architectural Association. 
Mr. Joshua Clayton, L.R.I.B.A., of Darling- 
ton, has been elected chairman of the,Tees-si 
branch of the Northern Architectural Association, 
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Norfolk and Norwich Hospital: Plan of New Children’s Block. 


Messrs. Eow. BoarpMan & Sow, Architects. 
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New Children’s Block. 


Norfolk and Norwich Hospital : 





Messrs. Epw. BoarpmMan & Son, Architects. 
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Norfolk and Norwich Hospital : New Children’s Block. 


Messrs. Epw. Boarpman & Son, Architecta; 
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CHIMNEYPIECE IN GROUND-FLOOR SHOWROOM. 


New Offices and Showrooms of the Gas Light and Coke Company, Horseferry-road, Westminster. 
Mr. Water Tapper, F.R.I.B.A., Architect. 
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District INSPECTORS’ OFFICE. 


New Offices and Showrooms of the Gas. Light and Coke Company, Horseferry-road, Westminster 
Mr. WatTeR Tapper, F.R.I.B.A., Architect. 
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Larger Masonic Temple. 


Cafe Verrey, Regent-street, W. : 


Mxssrs. Yates, Cook & Darspysuire, Architects; 
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SPECIFICATIONS.—xI 


By H. V. MILNES EMERSON, A.R.I.B.A. 


Tue following item is for a casement window 
(in high-class work) opening outwards, the 
members of which are fashioned to prevent 
access of water or draught. 

Item 
211.{Casement Wixpows.—The windows to 

.+++ to have 4} in. by 3 in., or other size, twice 
moulded or beaded, twice rebated, and twice 
hollow frame, with twice moulded or beaded 
and rebated head grooved for linings. Mul- 
lions to be 4} in. by 3 in. or other size, four 
times moulded or beaded, and four times 
rebated and four times hollowed, and tran- 
soms to be 4}in. by 3in. or other size, 
sunk, weathered, twice throated, rebated, 
and four times moulded or beaded. The 
oak cill to be 6in. by 3}in. or other size, 
moulded and with rounded stop, twice sunk, 
twice weathered, hollowed, and check- 
throated grooved for window board or nosing, 
and for 1} in. by } in. galvanised iron tongue 
bedded in white lead. 

To have 2} in. moulded casements, rebated 
for glass, with loose beads, brass cups and 
screws, twice rebated hanging styles, splayed, 
throated and hollow-grooved bottom rail, 
with jin. or larger brass, copper, or gun- 
metal water bar screwed on, rebated and 
beaded meeting styles, or hooked jointed 
meeting styles (where mullions are not used), 
with moulded deal or metal stop screwed on. 
The sashes to be hung where indicated, 
with ..in. brass butts with gun-metal 
washers, and fitted with brass casement stay 
p-c. .... each and brass fastener p.c. .... 
each. Sashes without mullions to have in 
addition ..in. brass barrel or flush bolt. 
Fanlights to be top hung on similar brass 
butts and fitted with brass stay p.c. .... each 
and fastener p.c. .... each. 

Notes.—The linings, &c., can be as previously 
described or specified, according to require- 
ments. 

Windows with casements opening inside can 
be similar (with reversed section to those 
employed for casements opening outwards, 
—— the cills and transoms). It is some- 
what difficult to make these casements water- 
tight, and they are rarely used. 

Double sets of solid frames and sashes can 
be used when required, the exterior casement 
opening outwards and the interior inwards. 


212. Bay Wrxpows.—The frames and sashes 
would be similar to those previously specified. 
The angle post can be made from the solid 
or formed with two sections, splayed, grooved, 
and tongued together. 

213. Woop Frames with Meta CaSEMENTS. 
Notes.—The frames can be as previously 

specified, but filled in with metal frames 

and sashes in place of the wood sashes. The 
metal frames are screwed to the wood frame, 
and a cover mould should be placed around 
the outside. Casement fasteners and stays 
are provided with the metal casements, either 
in bronze or iron, and the p.c. items for these 
fittings are not required. The metal frame 
should be} bedded to the wood frame in white 
lead, in order to render same thoroughly water- 
tight. 

The following are typical items for this work : 

The windows to .... to be constructed with 
4in. by 3in. frame rebated and chamfered 
or beaded or moulded, with 7 in. by 3 in. oak, 
sunk, weathered, throated, and chamfered 
cill, or beaded or moulded, grooved for 1} in. 
by din. galvanised iron tongue bedded in 
white lead. Fill in same with metal case- 
ments, as specified in “Smith,” bedded in 
white lead, with small exterior cover mould 
planted on to head and sides. 

Bay windows to be constructed as detail, with 
frame and cill as before described, and fitted 
with metal casements as before. 

Note.—To have small cover mould at plaster 
reveals (where wood linings are not used) and 
to be finished externally with chamfered fascia 


and wood moulded cornice, and internally with 
moulded lining (or fascia) and small wood 
moulded cornice. 


214. Louvre Wrixpows.—To have 4in. by 
3in. wrot solid beaded frames grooved 
for louvres, with 4} in. by 3in. weathered, 
beaded and grooved oak cill, with 1} in. by 
yin. galvanised iron water bar bedded 
in white lead. To have } in. twice splayed 
louvres, placed 2in. apart at an angle of 
30 degrees, notched and housed into frame. 
Notes.—This item can be completed without 

further reference by describing the finishing, 

which might be simply a small moulding (1 in. 
by 1 in.), planted around the frame on the inside 
to cover the joint between frame and wall. 

The louvres can be in } in. or } in. rough plate 
glass. The grooves would stop short of the 
outer edge of frame forming a stop for the glass 
louvres, which can be replaced in case of 
breakages. 


215. Borrowep Licnts to have 2 in. moulded 
sashes 4}in. by 3in. twice moulded and 
rebated frames, with mullions as per detail, 
or 2in. single rebated jamb linings as may 
be shown. 


216. Hatcues.—To . . . to have 14 in. oak or 
. . » moulded sashes single hung with brass 
flush lift and two 4 in. brass flush bolts, and 
lin. oak or... pulley styles and beads, 
? in. linings, pulleys, cords, &c., as previously 
specified for double-hung sashes. 

Or to have I}in. oak or... moulded 
sashes hung on pair of brass butts to 14 in. 
rebated and beaded frame and fitted with 
handle, and ball catch p.c. . . . and one 4 in. 
brass bolt p.c. . . . each. Then describe the 
finishings required. 


DOORS. 

Notes.—In_ specifying doors, the frames, 
linings, and furniture should be included in the 
item, and if the architraves or finishings are 
special these should be included also. This 
method makes it easy for reference, and avoids 
mistakes. 

At one time the doors used on new buildings 
were all made in the contractor’s workshop, but 
the majority of doors now used are imported 
ready-made. These doors can be obtained in 
stock sizes and various designs in deal or 
Columbian pine. The deal door used is mostly 
Swedish made, with the rails and styles in one 
piece, or the railsof two or more pieces. Generally 
the doors are well seasoned, and if used they 
should be free from knots and well rubbed down 
before painting. A goodimported door is the 
Columbian pine door, which, freefrom knots, has 
beautifully fi panels, and looks well stained. 
Many firms of repute supply these doors and give 
a guarantee to replace any that prove defective 
by shrinking, &c. If doors are to be made by 
the contractor the material used must be 
properly seasoned, otherwise the doors will be 
a source of trouble, the joints between the styles 
and rails opening and the panels shrinking. The 
latter can be avoided by using three-ply for the 
panels, which is obtainable in various woods, and 
is well seasoned. 

Solid frames in brick walls should have the 
head left projecting 3 to 6 in. on either side, in 
order to secure a better fixing. Where the 
frames are in breeze partitions they should be 
carried from floor to ceiling joists and secured 
to both. The frame above the head should be 
cut back the thickness of the plaster and studded 
with clout nails as a key for the plaster. Frames 
otherwise fixed are liable to come away from the 

rtition. 

All solid frames should be primed and painted 
where not exposed to view before fixing, although 
for internal work this is seldom done. 

Stock size doors are 6 ft. 10 in. by 2 ft. 10 in., 
6 ft. 8 in. by 2 ft. 8 in., and 6 ft. 6 in. by 2 ft. 6 in. 
or 2ft.4in. Doors over 3 ft. 6 in. wide should 
be hung in two halves. 

Doors are classed as “* panelled ” or “ ledged,”’ 
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the former being used for the main building and 
the latter for outside offices, stables, &c. 

The types of panelled doors used are ag 
follows :— 

Square framed ... panel door has plain 
panels only. 

Square framed ... panel door with plain 
panels one side and bead butt (or bead flush) 
other side. This door is usually specified bead 
butt or bead flush, and square door. 

ae framed, with moulded panels one side 
only. 

Square framed, with moulded panels both sides. 

_— framed, bolection moulded one side 
only. 

Square framed, bolection moulded one side and 
moulded other side. 

Square framed one side, plain panel, and other 
side moulded on the solid. 

Square framed, solid moulded panels both 
sides. 

Square framed, moulded panels one side, and 
bolection moulded with raised splayed (plain or 
moulded) panels other side. 

Special doors should be described first and 
then doors that are alike. Locks and furni- 
ture, &c., should have a p.c. amount to each 
item or a provisional sum for the locks, &c., 
describing the class of lock, &c., to be fixed to 
each door. 


217. GENERALLY.—AIll doors before glueing up 
to be knocked together and stacked not less 
than... months. Doors to be hung to 
clear carpets. Solid door frames in brick 
walls not less than 44 in. thick to have heads 
arg 6 in. on either side of frame. Solid 

rames to breeze and other partitions less than 

44 in. in thickness to extend from floor to 
ceiling and to be firmly secured top and 
bottom. The upper part of frame above head 
to be cut back flush with face of partition and 
studded with clout nails to form key for 
plaster. 

Doors up to 3 ft. wide to have 9 in. lock 
and bottom rails, and-4} in. top rail styles 
and muntins. Doors over 3 ft. wide to 
have lock and bottom rails 11 in. wide and 
the remaini rail, styles and muntins 
54 in. wide. Frieze rails to be of the same 
width as the top rail. 

218. Matn Entrance Door.—To be 6 ft. 10 in. 
by 2 ft. 10 in. by 2 in. deal, or Columbian 
pine, square framed, four-panel door, bottom 
rail chamfered with square panels outside 
and moulded inside the upper panel out for 
glass, with loose glazing beads and sash 
bars in small squares. All as detail, hung to 
44 in. by 3 in. wrot, rebated, moulded and 
beaded, or twice moulded frame, with three 
4 in. wrot-iron butts. 

To have two 12 in. brass barrel bolts, 
p-.c.... each, night latch, p.c. .. ., brass 
postal handle, p.c. . . ., perforation through 
door, and brass chain and slot, p.c. . . . 

The side entrance external door to be 
6 ft. 8 in. by 2 ft. 8 in. by 1} in. deal or 
Columbian pine, square framed four-panel 
door, bead flush outside and moulded inside. 
The upper panel out for glass with loose 
glazing beads and sash bars in small squares. 
All as detail hung to 4} in. by 3 in. wrot, 
rebated, moulded and beaded frame on pair 
of 4 in. wrot iron butts, and fitted with 
mortice lock and furniture, p.c. .. . and 
two 8 in. brass barrel bolts, p.c. . . . each. 

Or the foregoing item could be specified as 
follows :— 

The side entrance external door and frame 
to be similar, but the door to be 6 ft. 8 in 
by 2 ft. 8 in. by 1} in., and to be bead flush 
outside, hung on pair of 4 in. butts and 
fitted with mortice lock and furniture, 
p-c.... and two 8 in. brass barrel bolts, 
p-c. ... each. 

The external door to scullery and trades- 
men’s entrance to be 6 ft. 8 in. by 2 ft. 5 im 
by 1} in. four-panel deal or Columbian pme 
door, bead flush outside, and square inside, 
with chamfered rails, hung to 4 in. by 3 m. 
wrot rebated and chamfered frame, with 
pair of 4 in. wrot-iron butts and fitted with 
rim lock and furniture, p.c. . . «. two 5,l- 
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iron barrel bolts, p.c. ... each, and iron 

chain and slot, p.c. . . . 

These two doors and side entrance door 
to have moulded weather board to same. 
Note.—The main entrance door is assumed 

to be protected by a porch. 

All external door frames to be fixed to 
jambs with strong wrot iron dogs, three to 
each jamb, and wrot iron stub tenon to cills. 
Note-—The foregoing external doors would 

be suitable for domestic buildings. For public 
offices, &c., the following would apply :—The 
external street entrances to have oak or other 
hardwood, square or otherwise framed, bolection 
moulded and bead butt doors, 24 in. thick, 
hung folding with three 5 in. brass butts to 
each leaf, to 54 in. by 4 in. wrot, rebated, 
moulded and beaded frame, each pair to have 
one 12 in. and one 18 in. strong brass flush 
bolts with brass sunk lever handle, p.c. . . ., 
and draw back lock, p.c. . . . 

The remaining external doors to be 2} in. 
deal or oak, &c., bead flush and square, but in 
all respects similar to the foregoing, but hung 
folding only where shown. To have 3 in. oak, 
moulded, rebated, and weathered transoms, 
and 2$ in. moulded fixed fanlight where 
indicated. 

The external door frames to be fixed to brick, 
stone, terra-cotta, or granite jambs with strong 
wrot iron dogs, three to each jamb. 

The inner doors of main entrance lobby to 
be of oak, &c., framed as shown on details, 
upper panels glazed, with loose beads, and 
lower panels moulded both sides. To be hung 
with swing hinges and top centres, p.c... . 
each. The frames to be of oak, &c.,...in. by 
...in. hollowed and moulded. Fix to each 
door a brass handle and finger plate, p.c. . . . 
each. 





ARCHITECTS 
FOR HOUSING SCHEMES 


Sm Pari Pitpitcn in the House of 
Commons last week asked the Minister of 
Health whether he was aware that in certain 
localities local authorities have appointed 
a sanitary inspector or inspector of nuisances 
to act as architect for their housing scheme, 
irrespective of whether the official is qualified 
as an architect, and whether, seeing that it is 
undesirable that housing work should be 
entrusted to other than qualified architects, 
he will notify local authorities that they should 
appoint only qualified architects to carry out 
housing schemes ? 

Mr. Neville Chamberlain said, as a general 
tule, local authorities are not now required to 
submit for his approval plans and details of 
their housing schemes. But as stated in the 
Circular which was issued to local authorities 
in connection with the Housing Act of 1924, 
he attached importance to the maintenance of 
good standard in the planning and lay-out of 
schemes, and hoped that he could rely on the 
°o-operation of local authorities in doing all 
within their power to ensure that these features 
will be creditable to the country and to the 
local authority. Local authorities were in- 
formed in connection with schemes under the 
Housing Act of 1919 that competent architects 
should be employed to plan and design the houses 
to be erected. 





b Amenities of the South Downs. 

Sir W. Davison asked the Prime Minister 
whether his attention had been called to the 
imminent encroachment on the amenities of the 
South Downs by speculative building syndicates ; 
and wh ther the Government proposed to take 
‘ny action to preserve the downs for the benefit 
of the public ? 

Mr. Baldwin said that measures were already 

ing taxen by a number of local authorities for 
Preserviny local amenities in the South Downs, 
and the Minister of Health was encouraging 
_ Che First Commissioner of Works had 

Scheduled a number of earth works and 


tumuli ; 
muli on the Downs for preservation as ancient 
Monuments. 
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DEVELOPMENT OF LONDON AND THE 
HOME COUNTIES adele 


NEED FOR A COMPR:HENSIVE PLAN 


FoLLow1tne is the text of a Petition promoted 
by the Town Planning Institute and recently 
presented to the Prime Minister. The Minister 
of Health last Tuesday received a deputation on 
the subject from the Institute, and Societies 
whose names are attached thereto. 


To tHE RicHtT HONOURABLE THE PRIME 
MINISTER. 


The Institutes and Societies whose names are 
subscribed to this Petition venture to approach 
you in connection with the urgent need at the 
present time for a comprehensive policy with 
regard to the development and planning of the 
Metropolis and the surrounding area. 

In the year 1913 a deputation representing 
a number of Associations waited on the then 
Prime Minister—now the Earl of Oxford and 
Asquith—and urged that a comprehensive 
scheme of arterial roads should be prepared for 
Greater London. As a result, in November of 
the same year the President of the Local Govern- 
ment Board invited all the local authorities 
within the Metropolitan Police Area and repre- 
sentatives of a number of Institutes and Societies 
interested in the matter to attend a conference. 
A series of district conferences was established 
and a comprehensive scheme of arterial roads 
prepared, which scheme has been to a con- 
siderable extent realised, with the help of the 
Ministry of Transport, as a means of relieving 
unemployment. Arterial roads are, however, 
only one of the features of town planning. 

Since then a Royal Commission on London 
Government has recommended that an Advisory 
Committee should be set up for the Region, to 
advise the appropriate Ministers upon the 
following matters, with a view to co-ordination : 
(1) Transport; (2) Town Planning in relation 
to transport; (3) Housing, as part of town 
planning in relation to an equitable distribution 
of population; (4) Main drainage in respect to 
new facilities and combination between authori- 
ties. Following this a London and Home 
Counties Traffic Advisory Committee has been 
constituted to advise upon transport, but as. 
yet there are no signs of the initiation of a 
complete regional policy or of the preparation 
of a comprehensive plan. 

In the opinion of the Institutes and Societies 
it is imperative that a regional policy with regard 
to development and zoning should be formu- 
lated forthwith for London and the Home 
Counties, and an outline plan prepared. It is 
universally agreed that the congested and 
unhealthy condition of many areas within the 
Metropolis must be remedied, and the Unhealthy 
Areas Committee, appointed by the Minister 
of Health, reported that this problem could 
only be solved by a process of decentralisation 
based upon a regional plan. Moreover, the 
clearing, replanning, and rebuilding of such 
unhealthy areas, if carried out piecemeal, 
without the guidance of a general and agreed 
plan, is likely to be ineffective, and may even 
create new obstructions to important general 
improvements. 

Vast sums of money are wasted daily by 
delays caused by congestion of traffic, part of 
which is due to over-centralisation, part to 
inadequate streets, and part to the excessive 
transportation of passengers and goods conse- 
quent upon the absence of co-relation between 
the placing of the functions of business, industry, 
and residence. 

Great extensions of building are taking place 
in all parts of the Metropolis, which do but add 
to the existing congestion and confusion in the 
centre ; while owing to sporadic and unregulated 
development on the outskirts, the amenities of 
the countryside are being seriously impaired 
or destroyed, and places for outdoor recreation 
are being made increasingly difficult of access. 
Also in the more central areas, the re-develop- 


ment of property that is taking place is tending 
to more intensive use, and often without rela- 
tion to the welfare of neighbouring property, 
thereby causing a serious disturbance of values, 
a further tangle of junctions, and additional 
congestion. On grounds of economy, efficiency, 
and health the matter is, therefore, of urgent 
importance. 

Several Joint Town Planning Committees, 
representative of a number of local authorities, 
have been constituted on the borders of the 
County of London, and have prepared valuable 
plans and reports dealing with the regions imme- 
diately under their purview, but no complete 
and comprehensive scheme is yet in hand for 
the whole region, comprising London and the 
Home Counties. 

The Institutes and Societies who have joined 
in presenting this petition therefore humbly 
beg that you will receive a deputation more 
fully to place the facts of the case before you 
with a view to steps being taken by His Majesty’s 
Government to invite a Conference of all the 
local authorities concerned, of bodies repre- 
sentative of industry and commerce and of the 
Institutes and Societies who are interested in 
this great problem, in order to initiate the 
gana of a comprehensive scheme and 

n. 

The petition is signed by: Patrick Aber- 
crombie, President, Town Planning Institute ; 
Crawford and Balcarres, President, London 
Society; A. H. Crosfield, Chairman, National 
Playing Fields Association; E. Guy Dawber, 
President, R.I.B.A.; Frank M. Elgood, Chair- 
man, National Housing and Town Planning 
Council; Eversley, President, Commons and 
Footpaths Preservation Society ; Cecil Harms- 
worth, President, Garden Cities and Town 
Planning Association; W. Rees Jeffreys, 
Chairman, Roads Improvement Association ; 
Frank Massie, President, Institution of Municipal 
and County Engineers; Meath, Chairman, 
Metropolitan Public Gardens Association. 

[We understand that Mr. Chamberlain asked 
for additional information as to how to put the 
plans into operation, and the deputation will 
submit a memorandum. ] 





PRESENT-DAY ARCHITECTURE, 


In the concluding lecture of his course on 
“Renaissance Architecture,” at the Central 
School of Arts and Crafts, given on March 24, 
Sir Banister Fletcher, V.-P.R.I.B.A., described 
the architecture of the nineteenth and twentieth 
centuries in England, illustrating some of the 
most important buildings. He said that the 
greatest movements in the earlier part of the 
last century were the “Graeco-Roman,” or 
Classic Revivals, and the “Gothic” Revival, 
which competed for favour in public buildings 
during the century, and were both upheld by 
many writers of the time. The Greek Revival 
was exemplified in the British Museum, by 
Robert Smirke; the Roman, in the —— 
Exehange, by Tite, and many others; anot 
Classic phase was introduced by .Cockerell, 
and another by Soane, as in the Bank of 
England. The Gothic Revival aimed at 
a reproduction of the beauties of medieval 
buildings, Ruskin and Pugin being two great 
writers on this subject; and Gilbert Scott’s 
Gothic churches are famous. Towards the end 
of the century, various other ancient “ styles ” 
were followed, such as the Byzantine (seen in 
Westminster Cathedral), and others. Again, 
a tendency to original design, free of precedents, 
had lately arisen. In conclusion, Sir Banister 
said that, as the students visited old buildings, 
he hoped they would not regret the time spent 
on the subject during the course of his 
lectures. 
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LEGAL SECTION 


NOTES 


Landlord and Tenant: Underlease and 
Covenants. 


Tue recent case, Melzak v. Lilienfeld (Weekly 
Notes, March 6; The Times, February 27), 
illustrates the care that should be taken by 

ies who conduct preliminary negotiations 
or the sale or leasing of property themselves. 
The defendant and his wife were in —- 
of the whole of a house in Maida Vale under a 
lease which expired in 1935, and which contained 
restrictive covenants, amongst which was a 
covenant that the premises should only be 
used as a private dwelling house. In April, 
1925, they exhibited a notice, “* Maisonette to 
let.”” They were at that time in negotiation with 
the freeholders for the surrender of their lease 
and the grant of a fresh lease under which | 
could convert the house into flats. The plaintiff, 
who was a professional! violinist, seeing the notice 
entered into negotiations, which it is not material 
to follow, because the Court held that there 
was no binding contract until June 16, 1925, 
when the following document was si : 
“Mr. and W. H. and L. Lilienfeld, of 
to let, and Mr. A. Melzac, of .. . to 
take the first floor flat at . . . of seven rooms 
(including bath room), for a period of five years 
and twelve weeks, commencing from July 15, 
1925...” 

A few days later the defendant handed the 
plaintiff's father-in-law, who had conducted the 
preliminary negotiations for him, a draft lease 
containing the restrictive covenants of the head 
lease, and then a correspondence ensued between 
the solicitors to the parties. The intiff 
objected to the restrictive covenants, use 
he desired to give music lessons on the premises, 
whilst the defendants refused on this ground 
to accept him as tenant. 

Up to that time the knowledge of the parties 
had been as follows: The plaintiff's father-in- 
law and the plaintiff knew that the defendants 
were only lessees, as they were aware they 
were negotiating fora new lease, but they did not 
know that there were unusual covenants in the 
head lease and had no opportunity of discover- 
ing this. The defendants, on the other hand, 
had no knowledge that the plaintiff required to 
use the premises for giving music lessons. 

In the claim by the plaintiff for specific 
performance of the contract as contained in the 
above letter, the Court said the question was 
whether upon an open contract such as that 
contained in the letter, the underlessee was 
entitled to a term subject to the usual covenants, 
or whether the underlease was to be subject to 
the covenants in the head lease whatever they 
might be, and the exact point appeared never 
to have been decided, although it was pro- 
potas Propert v; Parker (1832,3 My. & K., 
281), by the Master of the Rolls. The head 
note to that case is: “If an agreement for a 
lease contains no stipulation as to covenants, 
the party agreeing to take the lease has a right 
to a lease containing only usual covenants, and 
a restriction against particular trades, not being 
. usual covenant, cannot be introduced into the 
ease.” 

The Court, however, held that the case was 
covered by Hyde v. Warden (1877, 3 Ex Div. 72), 
and Reeve v. Berridge (1883, 20 Q.B.D. 523). 
The first of these two cases arose, as did the 
present case, out of a contract for a sub-lease ; 
whilst, in the second case, it was an assignment 
of a lease ; but the Court, in the latter case, held 
there was no distinction between the two cases. 
The effect of these two decisions appears to be 
that notice of the existence of a lease will not 
be sufficient unless the purchaser had a fair 
opportunity of ascertaining for himself the pro- 
visions of the head lease (Cosser v. Collinge, 
3M. & K., 283). It is the duty of the vendor 
who knows his own title to disclose all that is 
necessary to protect himself, rather than to 
require a purchaser to demand inspection of the 
vendor's title deeds. Applying these two cases 


ON CURRENT CASES 


to that under consideration, the Court held that 
the contract contained in the letter was an open 
contract subject only to the usual covenants. 
There was no notice to the plaintiff that the lease 
contained any unusual covenants, for the learned 
judge found as a fact that, however usual it 
might be in London for leases to contain some 
restriction of the kind, no actual notice of any 
unusual covenants had been given. The defen- 
dants had made it _ they were not in a 
position to perform the contract and had made 
it impossible for themselves to do so, as they 
had let the flat to another tenant at a higher 
rent; therefore, there was no question of specific 
performance, but judgment was given for the 
plaintiff and an inquiry ordered to ascertain the 
damages. 

As usual, a simple lesson is inculeated by a 
— decision in law: When granting 
a sublease or assigning a lease, do not in the 
negotiations enter into what amounts to an open 
contract, but be careful to disclose the con- 
ditions contained either in the head lease, or the 
lease to be assigned. 


Piece-work and the Truck Act. 


The recent case, Pritchard v. James Clay 
(Wellington), Ltd. (1926, 1 K.B. 238), appears 
an important decision which should be noted 
by employers. The respondents were iron- 
founders, producing, amongst other things, 
iron pipes, and they employed the appellant 
under an agreement which vided that the 
remuneration paid him should be as follows: 
(1) 53d. for a complete pipe 6 ft. long, free from 
defects ; (2) if a pipe was delivered incomplete 
or defective an agreed sum was to be paid, 
which varied according to the nature of the 
defect. On June 26 and July 3, 1925, the 
payments made to the appellant were less by 
9s. 6d. and 2s. 8d. respectively than if the pipes 
made in those weeks had been without any 
defect. When the pipes left the appellant's 
hands ‘it was not possible for him to know 
whether they were defective or not, but the 
condition of the pipes after delivery was ascer- 
tained by persons representing both the employers 
and their workmen. 

On an information laid against the respondents 
for having made deductions contrary to the 
provisions of the Truck Act, the justices had 
dismissed the information, holding that the 
deductions made were not within that Act. 
The Truck Act, 1896, in section 2, subsection (1), 
provides that “an employer shall not make 
any contract with any workman for any deduc- 
tion from the sum contracted to be paid by the 
employer to the workman, or for any payment 
to the employer by the workman for or in respect 
of bad or negligent work, or injury to the 
materials or other property of the employer 
unless: ‘(a@) The terms of the contract are 
contained in a notice constantly fixed in a place 
where it may easily be read or copied, or the 
contract is in writing signed by the workman ; 
(6) the deduction or payment to be made under 
the contract does not exceed the actual or esti- 
mated damage or loss occasioned by the act or 
omission of the workman or of some person 
over whom he has control or for whom he has 
by the contract agreed to be responsible ; and 
(c) the amount of the reduction is fair and 
reasonable having regard to all the circum- 
stances of the case.’ ” 

By subsection (2) an employer shall not make 
any deduction or receive any such payment 
unless it is made in pursuance of or in accord- 
ance with such contract, and particulars in 
writing showing the acts or omissions are sup- 
plied to the workman on each occasion when a 
deduction or payment is made. The Court, on 
the appeal, held that this contract was 
a contract to produce a complete pipe free from 
defects, but that the variations in the remunera- 
tion depending upon the performance of the 
appellant in producing his work fell within 


section 2 as a deduction “for or in respect ‘of 
bad or negligent work or injury to the materials 
or other property of the employer,” and an 
offence had been committed under section 4. 

The headnote in the Law Reports to this case, 
after stating that the deductions fell within the 
words above quoted, continues that they were 
deductions within the Act, “and inasmuch as 
the conditions prescribed by that section under 
which alone the deductions could lawfully be 
made, namely, affixing the terms of the contract 
in a place where they could easily be seen, 
and supplying the appellant with particulars 
in writing showing the acts or omissions in 
—— of which the deductions were made, 
had not been complied with, the respondents 
were guilty of an offence against the Act.” 

From the report of the judgments, however, 
it cannot be seen whether all these conditions or 
only some of them had been infringed by the 
agreement in this case. For instance, the mere 
lack of posting up of the conditions may alone 
suffice to render the deduction illegal without 
the particular arrangement made in the contract 
infringing the other conditions. 


Workmen’s Compensation. Connection Between 
Two Injuries. 


One of the difficult questions Arbitrators 
under the Workmen’s Compensation Acts are 
called upon to decide is whether when a workman 
who has once sustained injury meets with a 
second accident there is causal connection 
between the first injury and the second accident. 
In the recent case Hutchinson v. Kiveton Park 
Colliery Co., Ltd. (1926, 1 K.B. 279) the Court 
of Appeal had to consider this question, but 
decided that it was a question of fact for the 
Arbitrator, and if there was evidence to support 
his findings the appellate Court would not 
interfere. 

The facts of the case were that the applicant, 
a coal miner, on July 4, 1924, whilst engaged in 
getting coal in the mine had slipped on a flat 
sheet and had injured his knee, dislocating the 
carti He was incapacitated for seven 
weeks and three days and received full com- 
pensation during that period. On August 19 
he returned to work at his old work, and although 
the knee was normal to outward appearance 
there was evidence that it was weak and gave 
him pain and that he had it massaged. Never- 
theless, he continued at work for thirty-three 
weeks and three days. On April 6, 1925, after 
returning from work, in walking across the 
rough and unpaved yard at his own home on 
a wet night he slipped and again dislocated the 
cartilage of the same knee. “fie alleged that his 
knee had hurt him on that day while at work. 
He was incapacitated for nine weeks and 
claimed compensation. There was medical 
evidence that the former accident had rendered 
the dislocation more likely to happen if the man 
slipped. The County Court Judge found that 
the applicant having resumed full work his knee 
had fully recovered, as the doctor said it was 
normal. He had a knee liable to slip, but the 
Judge could not find that the second injury was 
caused by an accident arising out of his employ- 
ment. The man had slipped in his own yard 
and this had nothing to do with his work. 

The Court of Appeal considered a number of 
cases, but it is not easy to lay down any fixed 
principle from them. The cases most resembling 
the present were Roberts v. Broughton, &. 
Colliery Co. (14 B.W.C.C. 186) and Noder 
v. Galloways, Ltd. (1912, 1 K.B. 46). In the 
first of these two cases a collier had, in the 
course of his employment, fractured a leg ™ 
May, 1919, and had been paid compensation 
until he returned to work. About a year and 
a-half afterwards, walking across a common not 
in connection with his employment, he trod on 
a stone and fell, breaking his leg in the same 
place, the injury following exactly the same line 
as the first. The county court judge had found 
that there was some weakness remaining after 
the first accident which probably contributed to 
the second accident, but he held in law this did 
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not render the employers liable for the second 
injury, and the Court of Appeal refused to 
disturb this finding. In Noden v. Galloways 
a rivetter in 1902 in consequence of an accident 
had had the index finger of his right hand 
amputated, and had returned to work, but not 
as a rivetter, but as a caulker at the same wages. 
He continued at this work for seven years, using 
a light hammer. In 1910 a pneumatic hammer 
was introduced for caulking, and when the man 
used this after a few days his right hand became 
infamed. This was found to be due to a piece 
of diseased bone in the metacarpal bone of the 
index finger low down in the stump, but quite 
unconnected with the original injury; but it 
was alleged that the man having a maimed hand 
used the pneumatic hammer in such a way as 
to set up inflammation. The arbitrator had 
found the original accident a contributory cause 
of the incapacity, but the Court of Appeal held 
that there was no evidence to justify this finding 
and that the question the arbitrator had asked 
himself, “whether the original accident was 
a contributory cause to the incapacity,” was 
wrong in law, for, according to that, the liability 
might attach to several employers, and that 
when a second cause intervenes and that second 
cause is in the nature of an accident, then it is 
the second employer who is liable. 

In the case under consideration the matter 
was put thus: If it can be established that the 
incapacity is due to a new cause rather than the 
first cause and is the result of the second cause, 
then you cannot refer back to the first accident, 
or, as Collins, M.R., put it in Dunham v. Clare 
(1902, 2 K.B. 292), the intervening circum- 
stances must break the chain of causation so 
that the new cause is substituted for it. 

Perhaps the matter may be made a little 
plainer by mentioning two cases which the 
Court of Appeal distinguished from that we 
are considering, as showing where an inter- 
vening circumstance does not break the chain 
of causation. In Brown v. George Kent (1913, 
3 K.B. 624) a man in consequence of an injury 
had to go to hospital to be operated upon 
and there contracted scarlet fever, which 
aggravated his condition. It was held that 
the cause which brought the man to the hospital 
was still in operation, and the intervention of 
scarlet fever did not put an end to that cause. 
Again, in Williams v. Graigola Merthyr Company 
(17 B.W.C.C. 202) a man was suffering from 
an industrial disease of the knee, and was 
receiving treatment for it. His wife had applied 
& cow Manure poultice to the knee and when 
the knee was lanced, as it would have had to 
be as part of the treatment, germs left by the 
poultice entered the wound and caused tetanus. 
The man would probably have lived but for the 
poultice, but the lancing was not made necessary 
by the poultice, and the death was held due to 
the original accident. 

Thus the Court of Appeal followed the two 
first cases cited above, but distinguished the 
two last, and also held that there was evidence 
to justify the arbitrator in holding as he had 
that the injury had been sustained by the 
second accident, which had not happened in 
the course of the employment but when the 
Man was at home. The Court, however, 
intimated that it was very difficult to lay down 
any rule of law governing the question ; it was 
4 matter of fact to be determined according to 
the evidence in each case. 





City Archeological Discovery. 


While excavating for new water mains in 
Bridewell-place, near Ludgate-cireus, the work- 
Men made an interesting discovery ; within a few 


feet of the actual roadway they struck into a 
tunnel or gallery. Investigation proved it to 
be 28 ft. long and 3 ft. high, and 2 ft. 6 in. wide. 
One end of the gallery had been bricked up 
4nd was close to the area railings on the east 
side of the street. The other end terminated in 
4 well 60 ft. deep, as far as could be ascertained, 
and apparently dry. The opinion has been 
expressed that this is the old St. Bride’s Well, 
though the well in Bridewell-place, which claims 
that distinction, is near by. The matter 
‘as been referred to the Corporation for 
‘vestigation. 
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LAW REPORTS 


LOCAL AUTHORITY’S ALL-CONCRETE ROAD 
POLICY. 


House-Owners v. Council. 


AN important test case affecting the right of 
local authorities to set up a definite standard 
for private street works, in which evidence was 
given concerning the relative merits of various 
methods of road construction, was decided in 
the Kingston Petty Sessional Court recently. 

The London Property Owners’ Protection 
Association, on behalf of 64 owner-occupiers 
of new houses on the Ballard Estate, New 
Malden, petitioned under the procedure pre- 
scribed by the Private Street Works Act against 
the proposal of the Malden and Coombe Urban 
District Council to make-up new streets in 
reinforced concrete, on the ground that such 
roads were roads for posterity and beyond the 
reasonable traffic requirements of the district. 
Dr. R. C. Maxwell appeared for the Council, 
and Mr. E. J. Naldrett (instructed by Mr. 
H. A. Phillips) for the London Property Owners’ 
Protection Association and the owners. 

Opening the case, Dr. Maxwell said that New 
Malden being a rapidly growing district, the 
Council had very seriously considered the 
question of making-up private streets, and under 
the advice of an eminent engineer, in consulta- 
tion with their own experienced engineer, had 
adopted a general policy. Several cases had 
already been before the Bench, and the Council 
had uniformly obtained a decision in favour of 
their specification. The Council held that they 
ought not to sacrifice the interest of the public 
to the interests of the owners. The cost of 
constructing the proposed three roads in rein- 
forced concrete was 33s. 114d., 34s. 3d., and 
34s. O}d. per foot frontage respectively, or 6d. 
a foot less than in the last case brought before 
the Court, where the works were tar macadam 
and gravel. Two of the roads in the present 
case were already partly made-up on the old 
macadam principle, with artificial stone paving 
on the footways. The road abutted on the new 
Kingston By-Pass Road, and the Surrey County 
Council had left gaps in the kerbstone opposite 
the ends of the roads. The suggestion had 
been made that the roads were culs-de-sac. 

Mr. Reginald Jeffes, Surveyor to the District 
Council, said that the specifications included a 
24 ft. carriage-way of 6 in. reinforced concrete, 
with 3 in. of clinker underneath, two 8 ft. foot- 
paths of 2in. artificial stone slabs on a 4 in. 
foundation ot hard core and a granite kerb- 
stone. No channelling was required for a con- 
crete road, which was a considerable saving on 
old methods. He regarded flint as quite 
obsolete having regard to the class of traffic 
roads had to carry nowadays. The Council 
could not agree that the roads were culs-de-sac, 
while the owner of the land abutting on the by- 
pass road also objected to their recognition as 
such. 

After further evidence had been given, 

Mr. Naldrett, on behalf of the owners, said 
that the question was whether the local authority 
were justified in requiring their new standard of 
works to be carried out at the cost of the fronta- 
gers. The owners had good reason to object, 
because the local authority were making 
requirements far in excess of the needs of these 
streets. In adopting a standard specification 
applicable to all streets local authority was 
wrong, because, if there was one principle 
associated with the administration of the Act, 
it was that they must make-up a street as they 
found it and in accordance with the present 
needs of the locality. It was not intended that 
the owners should provide streets for all time. 
The new specification suggested by the Ministry 
of Health had only recently been put before 
the public, and had already been acted upon in 
many cases. In this case it would give the 
owners considerable relief. The proposed con- 
crete roads would saddle the owners with the 
expense of roads designed for posterity. The 
law did not allow that. A local authority 
could not determine a general specification for 
every street. He did not accept the suggestion 
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that the Ministry of Health were all wrong and 
the Malden Council all right. It was unreason- 
able, unfair, and unjust to impose on the 
owners a penny more than could be justified in 
determining, fairly and squarely, the balance 
between the owners and the general ratepayers. 

After a long retirement the Magistrates 
announced their decision that the specifications 
should be amended to provide for roads of a 
similar character to the existing portions of 
the roads, namely, water-bound macadam. 
The foot pavements should be from 4 to 5 ft. 
in width, with gravel or other verge, and, as a 
suggestion from the Court, any junction with 
the arterial road should be made without cost 
to the frontagers. There would be no costs. 


ORDERING OF GOODS: EMPLOYEE 


AS AGENT. 
In the Shoreditch County Court recently, 
before Judge Cluer, Messrs. Timbercraft, 


Ltd., of 944, Mansford-street, Hackney-road, 
E., machine woodworkers and cabinet-makers, 
sued Frank Woollaston, of 161, Railton-road, 
Herne Hill, S.E., builder, to recover £7 9s. 
The account was made up as to a mahogany 
handrail, £5 2s.; ten mahogany caps and five 
mahogany pendants, £2 10s., and 26 ft. of deal 
capping, 15s.; £8 9s. in all, less £1 paid on 
account. All goods were supplied to some 
building work which was being carried out at 
Manor Park. The defendant did not deny that 
the goods had been supplied, but said they were 
intended for Messrs. R. Mills & Co., Ltd., builders 
and contractors, for whom he was then acting 
as foreman, and who had now gone bankrupt. 

Mr. James Thompson, clerk to the plaintiffs, 
said the defendant called at the place and gave 
a verbal order for the goods, and paid £1 on 
account. It was rightfully a cash transaction, 
but to avoid delay they sent off the goods. 
The defendant left his card when he gave the 
order. He asked that the invoice might be 
sent to R. Mills & Co., and they did send it 
addressed to them, and to the defendant, and 
told him that they should hold him liable. 

The defendant gave evidence and said the 
receipt he got for the £1 he gave to his employers, 
Messrs. R. Mills & Co.: it had been lost now as 
they had gone bankrupt. 

Replying to Judge Cluer, defendant said he 
did not give one of Mills’ cards to the plaintiffs 
because he had not got one with him, but he 
wrote their name on the back of it. The 
plaintiffs produced this card, but there was no 
writing whatever on the back of it. Defendant 
said he was only the foreman, and he had his 
time-sheets. 

Judge Cluer: I daresay you were, but why 
did not you tell them so and put it on the card * 
The receipt for the £1 is made out in your 
name. There will have to be judgment for the 
plaintiffs for the amount claimed, with costs. 





Victoria and Albert Museum. 


Tue Victoria and Albert Museum has ac- 
quired from the trustees of Lord St. Oswald, 
with the aid of generous contributions from 
the National Art Collections Fund and from 
Sir Joseph Duveen, a marble relief of the 
Virgin and Cluild and angels, by the Floren- 
tine sculptor Agostino di Duccio (born about 
1418, died about 1481). The relief, which 
was practically unknown to the public until 
the Exhibition of Italian Sculpture at the 
Burlington Fine Arts Club in 1912, was ap- 
parently bought by Mr. Charles Winn not less 
than a hundred years ago. The subject has 
been treated by Agostino several times; two 
versions in marble are in the Louvre, and two 
(one of them in stucco dating from 1465-687 
at Florence. The present relief is apparently 
the first of the serics, and has been dated as 
early as 1442-46, though it may more probably - 
be assigned to a rather later period. The new 
acquisition is the more welcome in that, rich 
as its collection is in masterpieces of Italian 
Renaissance sculpture, the Museum has not 
hitherto possessed a certain and characteristic 
work by this very individual master, though 
the lovely stone sarcophagus with the recum- 
bent figure of Santa Giustina may perhaps be 
ascribed to him. 
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SOCIETIES AND INSTITUTIONS 


R.LB.A. AND A.A. VISIT. 

On Saturday, March 20, about 200 architects 
and students visited, by arrangement of the 
R.1.B.A. and the A.A., the Devonshire House 
site in Berkeley-street, upon which is being 
erected a six-storied commercial building for 
Messrs. Thomas Cook & Son. Mr. Arnold 
Mitchell, the architect, in a few words of explana- 
tion to the visitors, described the new premises 
as a plain commercial building, and said the 
problem that had to be solved was how to make 
it pay. The site extended to three-quarters of 
an acre, and the client laid it down as a condi- 
tion that he wanted a half-acre booking-hall on 
the ground level, which allowed for a fringe of 
shops. As regards the construction work, he 
claimed it to be the cheapest building in London 
for commercial purposes. Everything above 
ground had been carried out since June | last, 
and he had every hope that the contractors 
would be through with their task well within 
the stipulated time, and at a cost approximating 
very closely to the original estimate. 

The actual building was illustrated in The 
Builder, January 2, 1925. 


THE ROYAL INSTITUTE OF BRITISH 
ARCHITECTS. 
Old Bridges of France. 

Through the kindness of Professor Emerson, 
of Boston (Hon. Corresponding Member, 
R.1.B.A.) and Monsieur Gromort, authors of 
the recently published book on the Old Bridges 
of France, an exhibition will be held in the 
galleries of the R.1.B.A., from April 22 to May 15, 
of the originals of the illustrations of this book. 
Professor Emerson is lending the water-colours 
by the late Pierre Vignal, and a selection from 
the pencil sketches of Messrs. Rosenberg and 
Chamberlain, and of the measured drawings, 
and Madame Vignal is lending a selection from 
her husband’s water-colours of other subjects. 
The exhibition promises to be of the highest 
interest, both from the nature of the subject, 
which has never been so fully treated before, 
and from the excellence of the drawings. The 
book has been presented to the Library of the 
Institute by the authors. 


EDINBURGH ARCHITECTURAL 
ASSOCIATION. 

At the annual general meeting of the Asso- 
ciate Section of the Edinburgh Architectural 
Association, the following office-bearers were 
elected for the session 1926-27: Chairman, 
Mr. J.C. Cunningham ; past chairman, Mr. T. B. 
Gibson: vice-chairman, Mr. J. A. Arthur; 
secretary, Mr. A. Craig; treasurer, Mr. W. H. 
Kininmonth; committee: Messrs. J. C. 
Cunningham, T. B. Gibson, J. A. Arthur, 
A. Craig, W. H. Kininmonth, L. H. Smart, 
J. W. Ritchie, W. Lamb, J. 8. Johnston, C. W. 
Gray. 

NORTHERN ARCHITECTURAL 
ASSOCIATION. 

The President, Lieut.-Colonel G. Reavell, 
O.B.E., F.R.1.B.A., presided over a large 
attendance of members and friends at a smoking 
concert on March 19, and opened an exhibition 
of drawings, comprising the winning sets in 
the Design and Measured Drawings Competitions 
recently organised by the R.I.B.A. and open to 
students throughout the British Isles. Included 
among these is a set of particular interest locally, 
for the student awarded the Pugin Travelling 
Studentship for 1925 made his tour round the 
medieval buildings in the counties of North- 
umberland and Durham, and the result is repre- 
sented by a large and excellent set of drawings, 
together with descriptive notes illustrating 
most of the medieval buildings in that part of 
the country. 

The drawings submitted for the Northern 
Architectural Association Competitions were 
also on exhibition, and the assessors’ awards 
are as follows :— 

Glover Medal and Travelling Studentship 
(25 guineas): J. R. A. Macdonald, A.R.1.B.A. 

R.1.B.A. Final Examination, Testimonies of 
Study (book prize, 10 guineas): 8. C. Punchard. 

R.1.B.A. Intermediate Examination, Testi- 


monies of Study (book prize, 10 guineas) : 
J. C. Crementson and N. Willis, bracketted 
first. 

Special Prize awarded for rendered measured 
drawings of the main front of Newcastle Gaol, 
in view of its early demolition: First Prize 
(books valued 2 guineas): R. N. Kilpin; 
Second Prize (books valued 1 guinea), C. C. 
Brown. 

Messrs. E. Richardson, C. Bartlett, J. W. 
Boyd, C. B. Stewart, J. T. Young, J. R. A. 
McDonald, and Douglas Caws contributed items 
to the smoking concert. 


NORTHERN POLYTECHNIC. 


The annual speech night of the Department 
of Architecture, Surveying, and Building, 
Northern Polytechnic, held on March 11, was 
attended by representatives of societies and 
associations connected with architecture, survey- 
ing, and building, and by leading architects 
and others, whilst the audience numbered 
from 1,200 to 1,500. 

The architectural work, of a higher standard 
than that of any previous year, embraced a 
number of large designs which have been 
executed by day and evening students on six 
weeks’ programmes. These were notable by 
reason of the accuracy and completeness of the 
work displayed, the perspectives and colour 
work being particularly attractive. Similarly, 
a greater quantity of work, displaying a higher 
standard than in any previous exhibition, was 
exhibited by the various sections of the school 
devoted to the crafts. 

Mr. R. L. Roberts, M.A., Chairman of the 
Governing Body of the Northern Polytechnic, 
in opening the proceedings, referred to the 
continued success of the school, and particularly 
emphasised the importance given to the school 
of architecture by the “ recognition ” conferred 
upon it in June, 1925, by the Royal Institute of 
British Architects. 

Dr. R. 8. Clay, B.A., Principal, referred to 
the increasing importance of education in indus- 
try, and called attention to the way in which it 
was steadily superseding apprenticeship or 
indentures in all classes of work. 

Mr. T. P. Bennett, F.R.I.B.A., Head of the 
Department, referred in more detail to the work 
of the Department. 

Professor C. H. Reilly, F.R.1.B.A., of the 
University of Liverpool, commented very 
favourably upon the standard of the archi- 
tectural work, and gave an extremely interesting 
criticism of the principal drawings and designs, 
illustrated by lantern slides. 

Mr. G. H. Parker, F.I.0.B., Hon. Treasurer 
of the London Master Builders’ Association, 
referred briefly to the work of the building 
sections of the school. 

Colonel Levita, C.B.E., M.V.O., Chairman of 
the Housing Committee of the London County 
Council, distributed the prizes, and drew a 
parallel between the work of the school and the 
urgent need of the country in connection with 
housing. 

A vote of thanks to the speakers was moved 
by Mr. George Hicks, General Secretary of the 
Amalgamated Union of Building Trade Workers, 
and seconded by Mr. F. J. Gayer, F.1.0.B. 

On behalf of the Governors, Sir Lulham 
Pound, Bart., expressed their appreciation of 
the continued support and interest of profes- 
sional and industrial representatives in the 
work of the school. 


SOUTH WALES INSTITUTE 
OF ARCHITECTS. 


The annual general meeting of the South 
Wales Institute of Architects was held at the 
Institute Rooms, Cardiff, on the 18th inst., 
when the following officers were elected for the 
year 1926-27 :— 

President, Mr. C. F. Ward, F.R.I.B.A. Vice- 
Presidents, Mr. Percy Thomas, F.R.I.B.A. and 
Mr. C. 8. Thomas, F.R.I.B.A. Hon. Treasurer, 
Mr. Harry Teather, F.R.I.B.A. Hon. Auditor, 
Mr. T. Alwyn Lloyd, F.R.I.B.A. Hon. Librarian, 
Mr. R. i Winder, M.A., A.R.I.B.A. Hon. 
Secretary, Mr. Ivor P. Jones, A.R.I.B.A, 
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BRITISH ELECTRICAL 
DEVELOPMENT 


On Friday evening, March 19, the British 
Electrical Development Association, Incor- 
porated, held their annual dinner at the Hote! 
Cecil, Strand, Mr. R. P. Sloan, C.B.E., occupying 
the chair. A company of about 220 attended. 

Proposing the coast of “ The British Electrical 
Industries,” Viscount Burnham said that as 
regards electricity, our public utility corporations 
had a national responsibility much greater than 
the business of distribution. They were the real 
consumers of electrical material and the home 
market of our national production. Lord Weir 
reported that there were now 572 authorised 
undertakings, owning 438 generating stations, 
and that our consumpton per head of the 
population worked out at only 110, compared 
with 500 for Norway, Sweden and the United 
States as a whole, with 900 for Canada, 1,000 for 
Chicago, and 1,200 for California. The com- 
mittee said that this came of a parochial policy, 
and that not more than about fifty of our 
generating stations were really efficient. To-day, 
in the more forward electrical districts of the 
country, electricity was used for some purpose 
in one home out of five, and for nearly all 
purposes in one home out of fifty. Surely that 
was a depressing proportion. It left out of 
account altogether the application of electricity 
to agriculture, the primary industry of the 
world, which was still in the pre-electric era. 
None of them wanted the supply of electrical 
apparatus to pass into foreign hands, but if 
this were to be prevented the trade must show 
that it was capable of a large increase and 
acceleration. The general features of mass 
production would have to be further introduced 
in reducing the number of types, in standardising 
the parts, and in dividing their production among 
the firms best fitted to make them. 

Sir John Snell (Chief Electricity Commission), 
replying to the toast, said that while in the 
United States practically all machinery was 
driven by electricity, here only one-third was 
so driven. He thought that in a few years 
they would greatly exceed a consumption of 
500 units per head, and in bringing about that 
expansion the Association would play a great 
part. The Commissioners had advised that, 
instead of generating electricity in some 500 
stations, it should be generated in a com- 
paratively few well-chosen stations—say, fifty. 
These stations would be near waterways and 
close to coal-fields, and a system of cables, 
known in the trade as “ gridirons,’”’ would be 
established. An initial difficulty to be overcome 
was the fact that to-day there were three 
frequencies; it was necessary that the new 
system should be uniform. The desire of the 
Commissioners was to bring about as soon as 
possible a supply of electricity at a reasonable 
price. They believed that the cable system 
would enable this to be done, would bring 
about decentralisation in industry, and relieve 
congestion in towns. It would certainly assist 
in the reduction of the smoke nuisance and 
encourage a revival in rural areas. The scheme 
was now before Parliament in the Electricity 
Supply Bill. 

Colonel R. K. Morcom (Chairman of the British 
Electrical and Allied Manutacturers’ Association) 
proposing “‘ The Guests,” said that as regards 
the Electricity Bill, he believed that legislation 
was best which left most to individual resource- 
fulness, and he hoped there would be no dis- 
turbance of private enterprise. 

Sir Holberry Mensforth responded. 

Major Isidore Salmon, ALP. proposed 
“The British Electrical Development Assocn.” 

Mr. R. PJSloan replying, said that in the Nortb- 
eastern area there had been an inerease of 
60 per cent. during the last three years in the 
consumption of electricity, and he thought there 
had been a similar increase in some other 
parts of the country. It was the duty of the 
Association to point out to everyone that 
electricity was essential; that it would relieve 
burdens and brighten the home. The Electricity 
Bill, though it called for a certain amount of 
criticism, embodied much that was good and 
would be of benefit to the country. 
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ARCHITECTS’ & BUILDERS’ INQUIRY BUREAU 


We are glad te give questions and answers, but eannot 
accept responsibility for contributed replies, especially on 
legal matters. 

May we appeal to our correspondents to submit their 
queries on paper of a size easily filed, and written as 
legibly as possible, er, better still, in typewriting}—ED. 





A Rent Act Problem. 


Sm,—I should be obliged if any of your readers 
could enlighten me on the following Rent Act 
roblem. A house was let in two flats, pre-war, 
at 10s. and 15s. weekly respectively. One 
tenant gave up possession on March 29, 1924, 
paying rent to that date The new tenant took 
possession on the same date at a rental of 25s. 
(lis. per week more). Can the new tenant 
cdaim for rent overcharged? The debatable 
point appears to be that as the flat was not 
empty in the sense that no rent was lost, it 
was not decontrolled. Legal opinions differ. 
Perhaps one of your readers could quote a case. 
F. How.ett. 


Light Wood Roof. 


Sm,—We have a yard measuring about 60 ft. 
by 40 ft., which we are wanting to cover with a 
light roof. Would you be good enough to give 
us an idea of the best way to deal with this 
matter in the most economical manner possible ? 
We believe there is some form of very light wood 
brace which is now being used for this purpose. 
We shall be grateful for any assistance you can 
give us in this matter. 

A. 8. T. 


Brick Bond. 


Sm,—I should be interested to know what is 
the essential difference between Old English bond 
and Dutch bond in brickwork, and also which 
is the superior in strength and appearance. 

STUDENT. 


Flat Roof. 
[Rerty to “F.H.W.,” Marcu 12.) 


§m,—With reference to a letter in your issue 
of March 19, concerning this inquiry, it is within 
the writer’s experience that asphalt flats are apt 
to develop cracks from one or more of the follow- 
ing causes: (1) Through the gradual evapora- 
tion of volatile matter ; (2) badly made joints ; 
(3) cracking ot the concrete on which the 
asphalt is laid, due to settlement or other causes; 
(4) continual vibration of the building—cracks 
due to this cause are usually found at the 
junction of the flat and skirting to walls. 

It is desirable to give a good fall to an asphalt 
flat, for the obvious reason that if water stands 
about in puddles it will be given time to pene- 
trate through small cracks over which it might 
be carried by a good fall. Making a tank of a 
roof may have its advantages by protecting the 
asphalt with a layer of water, but how often is 
it practicable to do this ? 

ALFRED H. G. BERRY. 


Smoky Chimney. 

Sim,—My son in Ceylon, who is about to 
enlarge his bungalow, asks the best way to 
Prevent the chimney smoking. The position 
8 on the top of a hill and very exposed. He 
says the fires of all his neighbours similarly 
situated smoke; wood is burnt exclusively. 
Any suggestions as to the construction of the 
chimney would be appreciated. Would a fire 
hump back, sloping forward, as in modern 
nglish grates, and a revolving cowl, meet the 
tase? I shall be glad of any suggestions to 
send out. CEYLON. 


Closing a Mortuary. 

[Repty to “Query,” Marcu 19.} 
Sm,—In the original query, ““M” asked 
or the regulations in force governing the 
erection and use of mortuaries, and the reply of 
arch 12 gave the information required, and 
further stated that the whole matter could be 
alt With as a nuisance. 

Under section 92 of the Public Health Act, 
1875, it is the duty of a local authority to 
spect its district for detection of nuisances 


section 93 provides for information of nuisances 
being given to the local authority by any person 
aggrieved thereby, or by any two inhabitant 
householders of such district; and under 
section 94 the local authority shall, on the receipt 
of such information, if satisfied of the existence 
of a nuisance, serve a notice on the person by 
whose act, default, or sufferance, the nuisance 
arises or continues, requiring him to abate the 
nuisance. 

It may be stated that it has been held that 
the abatement of a nuisance may possibly 
involve the pulling down of the premises in 
certain cases ; and that, in all cases, the owner, 
as distinguished from the occupier, is to abate 
a nuisance which arises from structural de- 
ficiencies or defective construction. The occupier 
is not liable under the Act for such defects 
whatever may be his contractual responsibilities 
to his landlord. It is clear that the remedy is to 
inform the local authority concerned with the 
view of the nuisance being abated. 

Law. 
Protecting Steelwork. 
[Repty To “ Novice,” Marcu 19.) 


Sir,—It is the usual method in specifying to 
say that all steel must be wire brushed and one 
coat of paint, anti-rust, be applied before the 
steel leaves the works, the second and other 
coats to be applied on the job. 

G. W. H. 


S1r,—The use of bitumastic paint will obviate 
the trouble which your correspondent mentions. 
At the same time there are many red oxide paints 
which are that in name only, or little more. 

THOROUGH. 


Defective Roof. 


A reply to “‘ Beaten ” on this subject has been 
posted direct. 


Party Wall Question. 
[Repty To “ ReapER,” Marcu 19.]} 


Srir,—In connection with your correspond- 
ent’s question under the above heading, which 
was adequately answered in your editorial 
reply, I would mention a case which came before 
me some years ago, but since the war. Certain 
work was carried out upon a party wall, and the 
foundations were executed on antiquated and 
extravagant lines. The adjoining owners (build- 
ing at a later date) protested against having to 
pay for work which might have been carried 
out far more economically if the methods 
adopted on the remaining foundations of their 
building had been followed. The award, how- 
ever, was that the proportion of the cost which 
was to be paid by them must be based upon the 
actual original cost of the work. This bears out 
your own ruling, but illustrates how this 
principle may cut the other way. 

INTERESTED. 


Cost of Schools. 


Srr,—Can you kindly inform me what would 
be a fair estimate per scholar for an elementary 
school in the Home Counties; and also, what 
would be a fair estimate per foot cube for such 
a building ? A minimum Board of Education 
standard might be assumed. 

EDUCATION. 


Greek Churches. 


Sir,—Can any of your correspondents tell 
me where it is possible to obtain information 
as to special features in planning necessary for 
church buildings for the Greek Orthodox 
Church ? 

QUERY. 


Main Sewer. 


Smr,—I am erecting a house and shop about 
150 ft. from the main sewer. The sewer is 
brought up to the last property erected, which 
is in the main street, in alignment with my own 
job. The local council denies responsibility 
for bringing the main sewer up to the point 


525 


required. Will you please say whether the 
council should do the work or myself, and whose 
drain it will be when completed if I am compelled 
to do the work ? I am given to understand that 
if more than one person applies for an extension 
of a main sewer the local authority is forced to 
take action. 
Youne BurLper. 


Cost of Painting Job. 


[Rerty to “ F. W. H.,” Marcu 12, anp To 
‘“ MopERATE,”’ Maron 19.] 


Sir,—I cannot agree that “F. W. H.” is 
unreasonable. Ten per cent. would be a fair 
profit, but the cost must bear a correct charge 
for establishment expenses, &c. Five per cent. 
should be added to labour cost for wear and 
tear of brushes and plant. Health and Unem- 
ployment and Old Age Insurance on painters’ 
wages are equal to 2 per cent.; if unskilled 
labour is employed the percentage is higher. 

Workmen’s Compensation and Third Party 
Insurance in a reliable office is more than 1 per 
cent., so when “ Moderate’ says these items 
only represent a fraction percentage, he could 
not have troubled to work them out. Even 
if the percentage is reduced by taking materials 
into consideration, we all know that labour 
percentage for this work is high. 

I venture to suggest that very few businesses 
could be run on 2} per cent. establishment 
charges, and 5 per cent. is low enough. 


RENRUvT. 


Str,—I think it is generally agreed that 15 per 
cent. is a good figure for profit, including “ over- 
heads,” but the percentage seems to be governed 
more or less by the amount involved. 1f small— 
say, £100—15 per cent.; if £1,000, 10 per cent. 
profit would be nearer the mark. I know of 
plenty of jobs settled thus. The percentages 
always include H. and U. and insurance. 


GW. EE: 


[Repty to “ Moperate,” Marcu 19.] 

Sr,—I should like to ask your correspondent 
“Moderate,” whether he has ever been in 
business himself, and whether he found 2} per 
cent. was sufficient to cover present-day estab- 
lishment charges, If he did, I am sure there 
are many other builders who would like to know 
how he managed to do so and benefit by his 
experience. His further remarks about Work- 
men’s Compensation and Health and Unem- 
ployment Insurances only representing “a 
fraction per cent’ are absurd; they represent 
quite 2} per cent. on the cost of work. 


REASONABLE. 
Brick Hearths. 


Sm,—I should be obliged if you could give 
me any information as to how to clean brick 
hearths. The bricks are similar to the small 
Dutch fireplace bricks, but they go very grey- 
looking. No doubt a good deal of the trouble 
is cement dust, &c. The bricks are pointed, so 
it is not a question of dirt and ashes getting in 
the joints. Rubbing would, [ presume, spoil 
the bricks. : 

Q. 


Concrete Engine Bed. 


Str,—Will you kindly inform me if there is 
a definite period ascertained for the proper 
drying and hardening of concrete before the 
weight of the engine is applied, with its vibra- 
tion? The weight of the block in question is 
about 40 tons, 8 tons of which is 2 ft. above 
ground level. 

CAUTION, 


Drawings and Estimates. 


Str,—Would you oblige by answering the 
following questions :—{1) What is a fair charge 
per hour for preparing ¢ in. scale drawings for 
a proposed school and convent, approximate 
estimate £6,000 (the job has been abandoned 
on account of financial matters) ? (2) what is a 
fair price per hour for preparing estimates 
from drawings and specification supplied ? All 
in London area, 

St. WINEFRIDE, 
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THE “ BUILDER” 
CONSTRUCTIONAL PROBLEM COMPETITION 


Tuts Competition is limited to students in 
architecture and building classes or schools, 
assistants who have not passed the Final of 
the R.1.B.A., and others engaged in architec- 
ture or building, not over 25 years of age. 
A prize of £1 will be awarded each week. 

Drawings to be on paper, tracing paper, or 
linen not exceeding 30 in. by 22 in. (Imperial 
size), and should be in ink, with bold lines and 
printing, as the drawings, if reproduced, are 
much reduced in size. The drawings can be 
sent folded in a large envelope or rolled. Com- 
petitors must put their name and address on 
each drawing. Those who wish to have their 
drawings, &c., returned must enclose a stamped 
and addressed adhesive label. 

Answers, addressed to the Editor and marked 
“Problem 12,” to be sent in not later than 
first post April 6. The Editor’s decision to 
be final. 

AWARD FOR PROBLEM No. 9. 

Problem No. 9 was a fire-resisting staircase 
in hardwood, which is allowed under the London 
Building Act, providing it is not less than 2 in. 
thick. The staircase was 4 ft. 6in. wide and 
to be wrot and exposed on the underside. The 
instructions are quite clear, but with the ex- 
ception of four or five competitors the drawings 
submitted all show rough carriages and plastered 
or asbestos soffits. Many of the competitors, 
whilst making the treads 2 in. thick, put 1 in. 
risers. Will the riser take longer to burn than 
the tread ? Candidates would do well closely to 
observe the conditions set out and supply the 
details asked for. The following observations 
might prove useful upon a staircase of this type. 
‘The outer and wall strings, treads, risers and 
landings must be in hardwood, not less than 
2in. finished. A staircase 4 ft. 6in. wide 
would be strong enough to carry itself without 
the support of under-carriages. Being in hard- 
wood, the underside could be exposed and the 
edges of the treads moulded, &c.; whilst 
ornamental brackets could be used to take the 


place of the ordinary blocks. The scotia mould 
under the stair nosing can be worked on the 
solid ; whilst if extra depth is required at this 
point, the front of the tread can be made 2} in. 
thick tapering to 2 in. at the back. A close outer 
string is perhaps preferable to an open or cut 
string for this type of staircase. 

The prize of £1 is awarded to Mr. S. D. 
Bowman, who has submitted a design which most 
nearly fulfils the requirements. The detail of the 
newel is poor and shows no construction ; whilst 
the dovetailing of the brackets into the riser 
and the joint between riser and tread are open 
to question. 

Mr. H. R. Hudson sends a drawing with plenty 
of work. He is one who uses an inch riser. 
The underside of the stairs is panelled, but the 
carriages are not required. 

Mr. Geoffrey Raven spoils a good design with 
glued blocks, rough (fir ?) carriages, and plaster 
soffit ; also 1 in. flooring to landing. 

Mr. A. B. Carter has carefully provided rough 
carriages, rough brackets and asbestos sheet 
soffits, and has not supplied all the details asked 
for. 

Mr. L. J. Wandle submits a really good design, 
but like so many competitors does not expose 
the soffit of the stairs ; had he submitted correct 
details, he would have stood a good chance of 
first place. 

Others who submit good work are Messrs. 
M. Trotter, 8. Long, and J. Brown. 

PROBLEM No. 12. 

The forecourt of a public hall is 20 ft. wide 
between the pavement and the wall of the hall. 
The depth of the forecourt is 7 ft. below the pave- 
ment, and the level of the hall floor is 4 ft. 
above the pavement. The entrance door is 10 ft. 
wide. Show by plan and section to } in. scale 
how you would arrange an external flight of 
stone steps leading to the doorway and also 
a plan section and elevation of the entrance doors 
with a semi-circular fanlight over. Give larger 
details of constructional points. 


[Marcu 26, 1926. 


THE REVIVAL OF THE 
VILLAGE BLACKSMITH 


THE Rural Industries Sub-committee of the 
Hertfordshire County Council, in co-operation 
with the District Committee of the Nationa] 
Master Farriers’ and Blacksmiths’ Association, 
is organising a similar but more comprehensive 
exhibition to that held at Hatfield Park last 
year. It will be held at the Bath and West 
and Southern Counties’ Society’s Show, Watford, 
from May 25 to 29, the Right Hon. Viscount 
Hampden, K.C.B., C.M.G., presiding. The 
Hon. Director of the Exhibition is Mr. F. W. 
Speaight, J.P., of Goodrich House, Hatfield. 

In addition to exhibits of iron work by black- 
smiths, classes will also be open for wheel- 
wrights’ work, this being another rural industry 
which the committee are endeavouring to 
revive. 

The smiths’ section is as follows :—Class (1) 
agricultural implement; (2) wrought-iron gate 
or panel of fencing; (3) scroll work; (4) door 
fittings; (5) fire dogs, fire-iron rests, set of 
fire-irons, trivets, fire-baskets, fire-screens, 
umbrella stands, &c.; (6) church furniture and 
fittings, weather vanes, window frames, gutter 
brackets, and other architectural fittings ; 
(7) any fancy or decorative ironwork, not 
mentioned above ; (8) any plain ironwork, not 
mentioned above ; (9) garden arches and other 
garden fittings or implements; (10) any of the 
articles specified in classes 1 to 9 inclusive, made 
of wrought iron and acetylene welded ; (11) any 
article of cast iron, repaired by acetylene 
welding. 

The wheelwrights’ section comprises the 
following classes :—{12) Pair of wheels, wheel- 
barrow or hand cart; (13) wooden field gate or 
hand gate, ladder or pair of steps; (14) rent 
wood gate or fencing, &c.; (15) cow crib, sheep 
trough, or portable fowl houses, &c.; (16) any 
kind of wheelwrights’ work not specified in 
classes 12 to 15 inclusive. 

All exhibits must be forwarded by rail to 
arrive at the show ground by noon on Monday, 
May 24, or delivered personally by 2 p.m. 
All inquiries should be addressed to the organiser, 
Mr. A. Dean, Oaklands, St. Albans. 
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THE BUILDING TRADE 


DILAPIDATIONS 


AND WASTE.—xXI 


By W. T. CRESWELL, 
Lic.R.I.B.A.; Associate (late Fellow) Surveyors’ Institution; F.R.San.I.; Barrister-at-Law. 


RUINOUS OR DANGEROUS BUILDINGS OUTSIDE THE METROPOLIS. 


Sections 75 to 78 of the Towns Improvement 
Clauses Act, 1847, contain provisions dealing 
with ruinous or dangerous buildings outside the 
Metropolis, and are to the following effect :-— 
Where a building is ruinous or dangerous to 
passengers or to the occupiers of the neighbour- 
ing buildings, the surveyor to the local authority 
shall cause a proper hoard or fence to be put up 
to protect passengers, and by notice in writing to 
the owner or occupier, require the building to be 
taken down, secured or repaired. If this is not 
done, the surveyor may make complaint before 
two justices, who may order the owner or, in 
his default the occupier, to do what is necessary 
within a specified time. On his failure to comply 
with the order, the local authority may do what 
is required, and recover from the owner, levying 
expenses by distress if necessary. If the owner 
cannot be found, or distress cannot be made, 
then the local authority may take over the house 
or land, paying compensation to the owner as 
provided under Section 18 of the Lands Clauses 
Consolidation Act, 1845, deducting, in the case 
of lands taken otherwise than with the consent 
of the owner or occupier thereof, from such 
compensation, any expenses incurred by the 
local authority. Where the house is pulled 
down the local authority may sell the materials, 
paying the owner the overplus arising from the 
sale, and after deducting the expenses incurred. 
It will be noticed that the power in respect to 
dangerous buildings is wholly with the surveyor 
to the authority concerned, and not with the 
local authority itself directly; and that the 
notices may be served upon both the owner and 
the occupier of the premises. 

These sections are incorporated in the Public 
Health Act, 1875, under Section 160, and this 
section applies to urban districts only, but 
section 276 of the Act provides that they may 
be applied to rural districts by special order of 
the Ministry of Health. 

Under Section 252 of the Public Health Act. 
1875, the expenses above referred to must be 
recovered within six months from the date of 
demand, and are recoverable though the matter 
has never actually been brought before the local 
authority, but has been dealt with by their 
surveyor under general directions given to him 
by them. (See London County Council v. 
Hobbis, 1897, 75 L.T. 687.) 

In Crisp v. London County Council (1899), 
1 Q.B. 720, it was held that the expenses also 
include the expense of reinstating the pavement 
in the street. Similar provisions to those 
referred to above appear in Section 73 of the 
Metropolitan Building Act, 1855, and in London 
County Council v. Herring (1894), 2 Q.B. 522, 
were held to apply to any dangerous structure, 
whether it adjoins a public highway or not. 
This decision was also followed in relation to a 
dangerous structure outside the Metropolis. 
— Mellor v. Warden, 1896, 40 Sol. Journal 
567). 

_Under Section 75 of the Towns Improvement 

Clauses Act, 1847, the surveyor May not require 
the dangerous or ruinous structure to be rebuilt, 
he can only require it to be made safe ; i.e., the 
defective portion removed, secured or repaired. 
Further, the surveyor has no power under the 
section, unless the structure is dangerous to 
other than the occupiers of the building or 
Messuage of which such structure is a part. 


Dangerous and Neglected Structures Within the 
Metropolis. 


Part IX of the London Building Act, 1894, 
deals with dangerous and neglected structures 
Within the Metropolis. Under Section 103, on 
information being received of any dangerous 
structure, it is the duty of the County Council to 


cause a survey to be made of it, and of the 
district surveyor to report upon it, and under 
Section 105 of the Act, the district surveyor 
reports and certifies if the structure is found to 
be dangerous, and under Section 106 the Council 
must cause it to be shored up, and secured and 
protected by a hoard or fence, and a notice to be 
given to the owner or occupier in respect of the 
certificate calling upon him to take down, secure 
or repair the same as the case requires. 

Tn order that a building may be “ dangerous ” 
within the meaning of Sections’103-106 of the 
London Building Act, 1894, it is not necessary 
that it shall be dangerous to inmates or to the 
public passing along the highway. It is suffi- 
cient if there is an apprehension of danger or 
injury to adjoining houses or to their inhabitants, 
for even to trespassers. The expression used in 
the Act is ‘‘ in a dangerous state ” (see London 
County Council v. Herring (supra), and London 
County Council v. Jones, 1912, 2 K.B. 504). 

Section 107 of the Act provides for the owner 
or occupier disputing the Council’s requirements, 
for the Council enforcing compliance and for 
recovery by the Council of expenses incurred. 
When the notice referred to in Section 106 is 
not complied with, a Petty Sessional Court may, 
on complaint by the Council, make any order 
which it thinks fit for the taking down, repairing, 
or otherwise securing the structure. If the 
order is not complied with within the specified 
time, the Council may, with all convenient 
speed, cause all, or so much of the structure as is 
in a dangerous condition, to be taken down, 
repaired, or otherwise secured; charging the 
owner with the cost, including all expenses 
incurred by the Council in obtaining the order ; 
but without prejudice to the owner’s right to 
recover the same from any person (as the tenant) 
who is liable for the expenses of repairs. Such 
order in the case of a dangerous party wall will 
be made upon the owners of both sides of it. 

If the owner cannot be found, or if on demand 
he refuse or neglect to pay the said expenses, the 
Council, after serving on him three months’ 
notice of their intention to do so, may sell the 
structure ; and, after deducting their expenses, 
pay the surplus, if any, to the owner, on demand ; 
and, if the proceeds are insufficient, the land is 
not to be built upon till the balance is paid. 
The expenses or balance thereof may be re- 
covered by the Council in a summary manner. 

Under Section 114, inmates of a structure 
certified to be dangerous may be removed there- 
from by order of a Petty Sessional Court ; and, 
if they have no other abode, then to the work- 
house for the district in which the structure is 
situate. 

When a structure is ruinous or dilapidated, on 
complaint by the Council, a Petty Sessional 
Court may order it to be taken down or repaired 
or rebuilt ; and where the order is not obeyed, 
the Council may do the work and recover the 
expenses from the owner. (See Section 115 and 
116 of the Act.) 

In Crisp v. London County Council, it was 
held that in compulsorily exercising the powers 
of restoring dangerous structures to a state of 
safety (vested in them by Part 1X of the London 
Building Act, 1894), the London County Council 
need not obtain a licence from the vestry, or 
district authority, for the erection of hoardings 
or for the removal of paving stones from the 
pavement for the insertion of necessary props 
and shores; nor need they give notice to such 
authorities of their intention to proceed. Having 
restored a dangerous structure to a state of 
safety, the obligation of the London County 
Council is at an end, and does not extend to 
the reinstatement of the pavement. 

Section 90 (1) Part VIII of the London Building 


Act, 1894, provides that a building owner 
shall not, except (inter alia) in cases where any 
wall is dangerous (in which case the provisions 
of Part 1X of the Act shall apply), exercise any 
of his rights under the Act in relation to any 
party wall, unless at least two months before 
doing so he has served on the adjoining owner 
a party wall notice, stating the value and 
particulars of the proposed work, and the time 
at which it is proposed to commence the work. 
Section 91 (1) provides for the settlement of 
difference between building and adjoining 
owners. In Spiers & Son, Ltd. v. Troup (1915), 
84 L.J., K.B. 1986, the plaintiffs were the 
building owners, and whilst rebuilding a house 
were served with a magistrate’s order to pull 
down the party wall as being a dangerous 
structure ; they complied and rebuilt it higher 
and thicker than the old one as they were 
entitled to do under the Act, but without com- 
plying with the provisions of Section 91, Part 
VIII, as to the settlement of any difference 
which might arise in the rebuilding thereof 
between the plaintiffs and the defendant (the 
adjoining owner). The plaintiffs claimed con- 
tribution under the Act for a share of the 
expenses incurred in pulling down and re- 
building the party wall. It was held that as 
the building owner and adjoining owner were 
each liable under Part IX of the Act for the 
expenses ot pulling down of the party wall, 
the plaintiffs’ claim for contribution succeeded ; 
but since the plaintiffs had not complied with 
the provisions of Part VIII of the Act, their 
claim for contribution for expenses in rebuilding 
the party wall failed. 


Party Structures. 


N.B.—In the previous article, reference 
should have been made to party structures 
under the Law of Property Act, 1925. Section 38 
provides that where under a disposition or other 
arrangement which, if a holding in undivided 
shares had been possible, would have created 
a tenancy in common, a wall or other structure 
is, or is expressed to be made, a party wall or 
structure, then that structure will be and 
remains severed vertically as between the 
respective owners ; and the owner of each part 
will have such rights to support and user over 
the rest of the structure, as may be requisite 
for conferring rights corresponding to those 
which would have subsisted if a valid tenancy 
in common had been created. In case of dispute, 
any person interested may apply to the Court 
to declare the rights and interests under this 
provision. Under Section 39 and the First 
Schedule of the Act, a similar provision is made 
to meet the case of a party wall or structure 
being held in undivided shares at the commence- 
ment of the Act. 

It may be added that this Act abolishes 
tenancy in common at law, but permits it to 
continue in equity subject to a trust for sale. 





Newcastle-on-Tyne New Library. 


A new library building, erected at a cost of 
£40,000, was opened recently at Armstrong 
College, Newcastle-on-Tyne. The designs of 
the architect, Mr. A. Dunbar-Smith, F.R.1.B.A., 
were illustrated in The Builder for May 15, 
1925. 


A Proposed Woolwich Bridge. 


The East Ham Borough Council has received 
a letter from the Woolwich Chamber of Com- 
merce stating ‘ That the Woolwich Chamber of 
Commerce, having heard an address by Mr. 
W. R. Davidge, F.R.I.B.A., A.M. Inst. C.E., 
vice-president of the Town-Planning Institute, 
on a suggested high level bridge across the 
Thames and docks at Woolwich, and having 
examined the plans prepared by him, is of 
opinion that the suggested bridge would con- 
siderably relieve the growing problem of the 
vehicular traffic of Greater London.” 
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THE REPORT OF THE COAL COMMISSION 


Tue Report of the Coal Commission appears, 
from a summary view, to be a statesmanlike 
document marking an advance on any of its 
predecessors. It will require careful study, 
and it is impossible to express any opinion on the 
numerous recommendations at present, and 
indeed we think the Press will do a dis-service 
if it hastens to criticise the recommendations 
and thus tend to prejudice the minds of those 
who will ultimately be principally concerned. 

It is clear from the Report that the causes of 
the main depression in the coal industry 
affecting the export trade are not national 
but international, in the sense that nearly all 
European coal-getting countries are affected by 
general causes—an excess of supply over 
demand; the impoverishment of customers ; 
the development of new coalfields; and the 
increased use of substitutes. To a lesser extent 
also by increased competition of foreign 
countries. 

One point not clear trom the summary of the 
Report, which states that it is the export trade 
rather than the home trade that is the seat of 
the present troubles, is if the supply is in 
excess of the demand, why is it that home 

rices tend to rise rather than to fall? The 
Xeport states that no substantial recovery 
in the home trade can be looked for except 
from a recovery in the heavy industries, and 
this must be obvious; but coal for domestic 
purposes is sold at prohibitive prices, necessi- 
tating the greatest economy, and it is not 
clear why this demand should so be checked 
if output exceeds demand, unless the house- 
holder is being called upon thus to subsidise 
the export trade and other industries. This 
is a very minor point, but if household coal 
is at the present price when the supply exceeds 
the demand, the householder would like to 
know what possible prospect there can ever 
be of a fall in prices. 

At first sight, however, the same consideration 
will occur to the minds of those who read the 
very interesting passages in the Report deal- 
ing with the necessity for conservation of 
coal, such as by methods of decarbonisation, 
and the checking of waste of coal by uneconomic 
methods of combustion. Thus the Report 
states that the three million tons of soot 
which it is estimated are discharged into 
the air annually are equal in weight to three 
days’ output in all the collieries of Great 
Britain, representing the labour of over a 
million men for three days. It might be asked, 
if the supply exceeds the demand, does this 
matter ? Here, however, an answer is furnished 
by the Report, for if the coal could be de- 
carbonised, the liquid fuels extracted would 
suffice to satisfy our present demands for oil 
imported from abroad. The Commissioners 
state that, although they have given close atten- 
tion to the low temperature carbonisation of 
coal, they can find no evidence that the system 
has yet been anywhere established on a com- 
mercial basis, but they urgently recommend 
research on this question, and outline a plan 
for augmenting the present Colliery Owners’ 
Research Association and for State assistance. 

There are now some 1,400 colliery under- 
takings in Great Britain owning some 2,500 
mines. The Commissioners find that there are 
great advantages in large-scale production, and 
they recommend amalgamations and suggest 
certain conditions on which fusions should be 
carried out. 

The Report deals at length with the proposal 
of the Miners’ Federation for nationalisation 
of the mines in a considered argument, and 
comes to the conclusion that it involves grave 
economic dangers with no advantages which 
cannot as readily, or more readily, be attained 
in other ways. The Commissioners point out, 
moreover, that the choice of policy is not limited 
to two alternatives—the industry as it now is, 
and nationalisation—for there is another 
course. The demands which nationalisation 
was put forward to meet—large changes in the 
organisation and improvements in the efficiency 
of the industry and an expansion of the miner's 


influence over the conditions that govern his 
working life—the Commissioners say have some 
substance in them, but they can be met without 
embarking on an operation so vast and hazar- 
dous as nationalisation, and it is one of the 
principal objects of their Report to suggest the 
means by which this can be attained. 

On the question of royalties the Commis- 
sioners point out that they are often considered 
as in the nature of rent, but this is not so, as 
they are a payment for the purchase of a speci- 
fied quantity of mineral taken from under the 
soil and removed once and for all, and they can 
see no reason why this valuable commodity, a 
product of natural forces, the property in which 
was conceded long ago to the private surface 
owners, should now be offered as a free gift to 
the persons engaged in the mining industry, 
whether as mine-owners or miners, and neither 
the mine-owners nor the Miners’ Federation 
have suggested such a course being taken. 
The Commissioners, however, consider that 
private ownership of minerals is not in the 
interest of the community, and they recommend 
the State purchase of the coal; by purchase 
where it has a market value, but where the 
existence of coal is at present unproved, or is 
at a level at present considered unworkable— 
say, below the level of 4,000 ft.—then by a 
statutory declaration of State ownership. 

The Commissioners found that no serious 
evidence was brought before them to impugn 
the substantial correctness of the statement 
by the retail merchants that there was “no 
ring,” but the Report comments on the estab- 
lishment and clerical charges required by the 
retail merchants, which are considerably higher 
than those of the Co-operative Societies. It 
places these charges as amounting to something 
like £1,000,000, and suggests a reduction in 
these charges would leave a very substantial 
margin for the reduction of prices. The costs 
of distribution, the Report states, show sub- 
stantial margins of profit or expenses between 
the producer and consumer, which the Commis- 
sioners consider might be narrowed to the 
advantage of both of them, but the practical 
remedies, without exposing the consumer to 
exploitation by monopolies, it states are not 
easy to suggest. 

It may come as a surprise to some persons 
that the Commissioners approve Mr. Shinwell’s 
suggestion that the municipalities should be 
permitted to engage in the trade of selling coal 
retail in competition with private merchants, 
and that legislation should be passed to that 
effect. There is a proviso, however, to this 
recommendation, that no charge should fall 
on the rates, which, we think, in practice it 
might be very difficult to secure. 

It is a satisfactory feature of the Report 
that the Commissioners are able to state that 
there is a greater tendency to good will and a 
greater readiness to attempt the removal of 
grievances than would at first sight appear, 
and the Report entirely exonerates the men 
from deliberate attempts to wreck the industry 
or from even pursuing a policy of “ Ca’ canny,” 
and in the main appears also to find the charges 
of inefficiency in the management non-proven. 
The real value of the year’s output—what it 
will fetch in exchange for other articles—is, 
however, well below what it averaged in the 
years 1909-13, with the result that seven men 
are now endeavouring to live off the same total 
output as six men before the war, and the 
Report states that this is an account that no 
good will can balance, and the gap must be 
filled either by a marked rise in coal prices, by 
better organisation leading to greater output, 
or by the acceptance of a lower standard of 
living. The first of the above methods, the 
Report states, is unlikely to happen to the 
extent required by an early date; the second 
is an achievement which must come slowly ; 
therefore, the last is a price which may have 
to be paid. 

The Report approves the principles embodied 
in the 1921 and 1924 agreements of an economic 
wage determined from time to time on ascer- 
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tained facts in each district and a minimum 
wage settled in each district on principles 
approved nationally. The satisfactory working 
of these agreements has, however, been hin- 
dered by several difficulties with which the 
Report deals. 


Wages. 

The Commissioners find that a minimum wage 
is necessary both in the form of a subsistence 
wage guaranteeing so many shillings at least 
per shift to even the lowest paid workman, 
whatever his basis rate or percentage addition, 
and in the form of a minimum percentage 
guaranteed to every man on his basis rates, 
but the present subsistence wages and mini- 
mum percentages call for reconsideration district 
by district. The fixing of a uniform minimum 
percentage for every district with reference to 
a single standard year, chosen arbitrarily, like 
1914, produces indefensible anomalies. Amongst 
the recommendations under this head which 
the Report contains is the introduction of 
a system of children’s allowances, to be paid 
for out of a single pool either for the whole 
industry or for each district that adopts it. 
It will gratify Miss Eleanor Rathbone, who 
has for so long advocated the settlement 
of wages on the family allowance system, 
to find that the Commissioners consider this 
introduction of children’s allowances one of 
the most valuable measures that can be adopted 
to raise materially the general level of comfort. 

The Report draws attention to the differences 
in the present remuneration of labour of com- 
parable degrees of skill, responsibility, and risk 
in other industries, which suggest the need for 
some reference to general standards when the 
wages of any particular class of workpeople 
in any industries are under consideration. 

The Commissioners are unable to accept the 
recommendation of the Mining Association for 
a return to the 84-hour day, but there is a 
recommendation of great importance to allow 
the daily limit to be extended so long as the 
total of 42 hours plus one winding in the week 
is not exceeded. This is a recommendation 
we have always desired to see introduced, for 
it would enable the men to secure two or even 
more consecutive days above ground, which is 
far more beneficial than a sheriened day 
involving an extra day below ground. The 
Report adds that should both the men and 
the employers agree te longer working days the 
Commissioners do not wish to be takea to imply 
that the State should refuse to accede to their 
request, and no obstruction should be offered 
to working by double shifts. 

The Report states that the subsidy should be 
discontinued. Taking the country as a whole, 
with the subsidy there was a profit of just over 
ls. 6d. a ton; without it there would have 
been a loss of just under Is. 6d. 


Conclusion. 


The Commissioners come reluctantly to the 
conclusion that the cost of production with 
the present hours and wages is more than the 
industry can bear. The gap between pro- 
ceeds and costs can only in the near future be 
filled in two ways: by a sudden contraction of 
the industry to much smaller dimensions and 
a rise in prices, or by an immediate lowering of 
the cost of production. The closing of definitely 
inefficient pits is desirable in spite of the distress 
it would cause, but the scale of contraction to 
fill the gap above indicated would mean the 
collapse of an industry ; therefore the lowering 
of the costs of production cannot be avoided. 

The Report then recommends the lowering 
the minimum wage of 1924, so, however, as t0 
guard the position of the worst paid men. 
Only the minimum percentage is in question. 
The man earning 45s. or thereabouts would be 
unaffected, but the change would affect men 
getting “on minimum” up to £4 or over. 
The Report in this connection points out that 
one of the factors in the cost of production s 
the shorter working day won by the miners 1» 
1919. The above is only a short notice of some 
of the main points in the Report, and we are 
indebted to the Times for the admirable sum- 
mary contained in its issue of 14th inst. 











im 
les 


in- 


he 


the 
for 


low 
the 
eek 
ion. 
for 
yen 
1 is 
lay 
[he 
snd 
the 
ply 
eir 
red 


ole,. 
ver 
ave 


the 
ith 
the 
yro- 


1 of 
and 
r of 
ely 
ress 
| to 
the 


led. 
ing 
; to 
en. 
on. 
be 
nen. 
ver. 
hat 
1 is 
; in 
yme 
are 
im- 


Marcu 26, 1926.] 


THE BUILDING 


ArTeR a debate lasting throughout the whole 
of Friday, the House ot Commons, by 196 votes 
to 98, rejected the Labour Party’s Building 
Materials (Charges and Supply) Bill. The 
measure is identical with that introduced by 
Mr. Wheatley when Minister of Health in the 
Labour Government, and is now apparently to 
be introduced annually on behalf of the Party. 
Its object is stated to be: “‘ To prevent exces- 
sive charges for building materials, and to make 
provision for securing an adequate supply of 
such materials.” 

Mr. Beckett, in moving the second reading of 
the Bill, which, it was explained, empowers the 
Board of Trade to investigate and regulate 
prices of building materials and the Minister 
of Health to requisition stocks and output, and 
to carry on business where stock is unreason- 
ably withheld, contended that if profiteering in 
building materials could be proved, no penalty 
could be too drastic for the profiteer, and went 
on to give figures in support of the view that 
such profiteering did exist. He said that if 
they went to T’he Builder, which was a trade 

per and was quite unprejudiced, they would 
ae a table of building prices published, and 
this was considered so authentic that The Times 
reprinted it in full. That table showed that 
the increase in the cost of building materials 
since 1914 had been between 94 and 96 per 
cent., although the cost of living index figure 
was only 75$ per cent. above the pre-war cost 
of living. The cost of parlour houses in Septem- 
bet, 1923, was £390, and in December, 1925, it 
had risen to £497. The local authority in his 
own constituency (Gateshead) decided to build 
by direct labour, but owing to a constant 
restriction of supplies and the increases in the 
prices of building materials, they had been 
obliged to go entirely outside this country for 
materials. There had been no sign of that 
large increase in the production of building 
materials that one would have expected in a 
time of national emergency, and in the cases of 
some of the products there had been what 
looked to him suspiciously like deliberate 
restriction and “ ca’ canny ” to keep up prices. 
One of the worst of these instances was the case 
of cement. During the war one or two cement 
companies made enormous profits by supplying 
cement to Holland, and after the Armistice 
were able to buy up almost every firm in Eng- 
land. He.knew one very large cement factory 
on the eastern outskirts of London which was 
bought up and closed while the demand for 
cement was ever-increasing. Into all these 
things there was urgent need for inquiry. 

Mr. Windsor, who seconded, said that in the 
financial columns of The Times of March 9 it 
was stated that the London Brick Co. & Forders, 
in 1925, made net profits amounting to £257,277 
—by far the largest total ever reported by the 
Company. The dividend declared was 20 per 
cent., as compared with 15 per cent. in 1924 and 
10 per cent. in 1923, while the balance carried 
forward was increased by £49,862 to £87,212. 
After giving further figures, Mr. Windsor said 
that the Company had received in the last five 
years a total return on their capital, in profits, 
of £431,263, and their capital now stood a trifle 
higher than it had done during the last five 

tars. Could it be said that it was the brick- 

yer who was getting the money ? 

Mr. Ramsden, in moving the rejection of the 
Bill, said that the measure was totally unneces- 
sary, and that, owing to its Socialistic character, 
it would be harmful to the country as a whole, 
and would not have the desired effect of reducing 
Prices. The Departmental Committee appointed 
to consider the prices of building materials had 
given certain figures up to the end of last July, 
Which showed that, with the exception of light 
Casting: and lead, the level of prices had re- 
Mained steady. Mr. Ramsden said that the 


the depreciation in exchange. With regard to 
light Castings, the figures of the Light Castings 

‘lation had been investigated, and the 
accusations made against them had all been 
found to be entirely false. As to lead, the Bill 
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could not possibly hope to alter the prices at 
which that material was sold. As a matter of 
fact he believed that the price for lead was 
slightly lower than it was in the corresponding 
month of February, 1923. There was quite a 
large stock of bricks in the country ; he believed 
that on January 31 last there were about 
260,000,000 bricks in stock in different parts 
of the country, and the import of bricks had 
increased very considerably. In February, 
1924, we imported 1,296,000 bricks to the 
value of £2,722, and in February of this year 
we imported 11,262,000 bricks to the value of 
£33,744. In view of the fact that there were 
such large stocks of bricks in the country, and 
also that foreign bricks were being imported in 
ever-increasing quantities, it was going to be 
very difficult for any firm to sell at the price 
they liked, and to make the profits that it had 
been alleged they did make. He was glad to 
see some profits made, because they meant a 
decrease in unemployment. This country had 
had some experience of the control of building 
materials when Dr. Addison was at the Ministry 
of Health, and the methods carried out by that 
department were far from businesslike and were 
not successful. He knew of one case in which 
bricks manufactured in Peterborough were sent 
right up to Edinburgh. That meant that the 
actual cost of carriage exceeded the value of 
the bricks. Such control was not going to 
reduce the cost of production, but was going 
to make expenses heavier and the sale price of 
materials higher. Business men had already 
had enough State interference in their affairs 
and had enough forms to fill up. The Bill 
would discourage the investment of capital in 
this country, for if the investor knew that a 
business was likely to be taken away from the 
owner, or unduly interfered with, he would 
invest his capital outside the country. The 
Bill would be extremely harmful, not only to 
one trade, but to the whole country. 

Mr. H. Williams, who seconded the motion 
for the rejection, gave further figures and calcu- 
lations which, he said, showed that the London 
Brick Co. for five years made a profit of 3s. 8d. 
per thousand bricks, or about a 6 per cent. 
profit on the turnover. He did not think they 
were going to upset the world on that. At no 
time within recent months had it been alleged 
that building had been seriously hampered by 
a shortage of materials, but the growth of the 
production of these materials would be seriously 
interfered with if the Bill became law. 

Major Tasker declared that in 26 years the 
Portland Cement combine had paid dividends 
amounting to 35 per cent., which he did not 
think an extravagant figure. The Bill was 
impracticable. If these huge profits were being 
made, why did not the trade unions themselves 
turn manufacturers ? 

Mr. Viant said that the Bill would place the 
industry on a moral basis, and would prevent 
exploitation of the community. Lieut.-Colonel 
Gadie, however, argued that the Bill would not 
cheapen the cost of working-class buildings, 
but would be a set-back to building. 

After further debate, in which many figures 
were quoted for and against the Bill, Major Hills, 
as Chairman of the Departmental Committee on 
the price of building materials, said that since 
the increase in the spring of 1924 the price of 
bricks had kept fairly steady. The cost of lead 
had gone up because the world price was higher. 
Last spring he found that the price of light cast- 
ings was very considerably up. The matter 
had been investigated, and was now before 
the Committee, so that it was still swb judice. 
The Committee had found no difficulty in 
carrying out all their inquiries, and did not 
consider that they wanted more power. 

Sir Kingsley Wood, Parliamentary Secretary 
to the Ministry of Health, characterised the 
proposals of the Bill as impracticable. The 
Building Materials Committee provided one of 
the best checks against profiteering, and that 
was publicity. The Minister of Health would 
not hesitate to ask Parliament for further 
powers if they were shown to be necessary or 
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if it was so represented to him by the Chairman 
of the Committee. The whole of the Govern- 
ment’s housing programme depended on reason- 
able prices. The policy of the Government 
had been wholly justified. The building 
materials position, instead of being in a con- 
tinous state of shortage, as it was under the 
Addison scheme, had enormously improved ; 
the manufacturers had been able to develop 
and extend their resources, with the result that 
supplies had very greatly increased, and there 
was now no hampering of building construction, 
while at the same time prices had changed very 
little. They had turned the corner so far as 
the housing shortage was concerned, and they 
were now eating into that shortage itself. They 
owed that position very largely to private enter- 
prise. Of the 576,000 houses which had been 
built since the war, no fewer than 360,000 
had been built by private enterprise, some with 
and some without the subsidy. It would be a 
thousand pities if they did anything to alter 
the present position. 

The debate closed with a speech from Mr. 
Wheatley, who said that the Labour Party 
relied on the policy outlined in the Bill for 
keeping down prices; the Government, while 
urging people to buy British goods, relied on 
the importation of foreign materials to keep 
down prices. That was a strange policy for a 
Conservative Government that still believed 
jn Protection. 





TOWN-PLANNING LAND 
CHARGES 


Tue circular letter of the Minister of Health 
to local authorities, of which we gave a sum- 
mary in our issue of December 4 last, contains 
some very important points. 

The Minister in that letter reminded Coun. 
cils of Boroughs and Urban Districts, with a 
population of over 20,000 at the last census, 
that they are required to submit schemes for 
any land in their area which is subject to 
Town Planning before January 1, 1929; but 
the point we desire to draw special attention to 
is the necessity of registering land charges im- 
posed under any statute, scheme, order, or 
other instrument relating to Town Planning, 
which was also alluded to in that letter. 

Section 10 of the Town-Planning Act, 1925, 
by subsection (1), gives any person whose 
property is injuriously affected by the making 
of a Town-Planning scheme the right to chim 
compensation if he does so within the time 
limited by this subsection; but subsection (2) 
deprives such persons of the right to obtain 
compensation in respect of any building erected 
on, or contract made, or other thing done with 
respect to land included in a scheme, after 
certain steps have been taken by the local 
authority or the Mirister, as specified in that 
subsection. This provision is, however, only 
to apply subject to the following proviso 
(see proviso (c)): “* After any enactment pro- 
viding for the registration of local land charges 
comes into force, this provision shall not affect 
a purchaser of the land unless the resolution, 
if required to be registered under such enact- 
ment as a local land charge, has been so 
registered.’’ The Land Charges Act, 1925, 
is such an enactment as is referred to in the 
above proviso, and i+ will come into operation 
on January 1 next. 

Section 15 relates to the registration of 
Local Land Charges, and subsection (7) pro- 
vides: ‘‘ For the purposes of this section, any 
prohibition of or restriction on the user or 
mode of user of land or buildings enforceable 
by any local authority by virtue of any statute, 
or any order, scheme or instrument made in 
pursuance of any statute, and any resolution 
passed by a local authority to prepare or adopt 
a Town-Planning scheme, shall be deemed to 
be a restrictive covenant, and where arising 
or passed after the commencement of this Act 
shall be registered by the proper officer a¢ a 
local land charge; Provided that any such pro- 
hibition, restriction or resolution affecting an 
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area or district may be registered generally 
against the area or district by reference to the 
statute, order, scheme, or instrument under 
which it is imposed.’’ 

These are the statutory provisions relating 
to this subject, but statutory rules have been 
made under the Land Charges Act, 1925, and 
also a Memorandum has been issued by the 
Minister of Health. 

For the question we are considering the most 
important rules are Rules 1, 2, 5 and 6. By 
Rule 1 the proper officer to register in the case 
of Town-Planning schemes is the clerk to the 
borough or district council in whose borough or 
district the land affected is situated. This does 
not, however, relate to the administrative 
County of London, where the County Council 
is the Town-Planning authority. 

By Rule 2 the register is to be divided into 
four parts, and Part III will relate to pro- 
hibitions of, or restrictions on, the user or 
mode of user of land or buildings which are 
Town-Planning charges. 

Rule 5 provides for cases where a scheme 
is not in operation as follows:—'‘* Where a 
resolution to prepare or adopt a Town-Planning 
scheme has been passed by a local authority 
and has, where necessary, been approved or 
authorised by the Minister, but the scheme is 
not in operation, Part IIT of the register sha!! 
contain (1) a certified copy of the resolution 
to prepare or adopt the scheme and of the 
Minister's approval or authority, if any; 
(2) a copy of any special or general order for 
the time being affecting land included in the 
resolution which may have been made by the 
Minister under Section 4 of the Town-Planning 
Act, 1925, or under any statute amending that 
Section; (3) notice of the place where any 
map or any statement of draft of any proposed 
provisions of the scheme referred to in the 
resolution, approval, authority, or order (or 
a certified copy of such portion of the same 
as relates to the district of the authority in 
whose the entry is made) may be 
inspected."’ 

Rule 6 relates to entries where a scheme is 
in operation as follows:—‘‘ Where a Town- 
Planning scheme is in operation Part III of 
the register shall contain (1) a certified copy 
of the scheme; (2) notice of the place where 
any map, referred to in the scheme, or a 
certified copy of such portion of the map as 
relates to the district of the authority in 
whose register the entry is made, and any 
orders, consents, approvals, or agreements 
made, given, or entered into under or by virtue 
of the echeme by the responsible authority 
under the scheme and relating to the said 
district, may be inspected." 

We extract the following points from the 


register 


Memorandum and the letter which accom- 
panies it, as they may be useful. The Land 
Charges Act relates not only to financial 


charges under such Acts as the Public Health 
Acts, the Metropolis Management Acts and 
the Private Street Wor!.s Act, but to prohibi- 
tions and restrictions on the user of land or 
buildings imposed by local authorities under 
Town-Planning schemes, including resolutions 
to prepare or adopt such schemes, or under 
statutory powers: for instance, building lines 
and improvement lines under Sections 33 and 
84 of the Public Health Act, 1925, and Sec- 
tion 5 of the Road Improvement Act, 1925; 
restrictions to prevent obstruction to corners 
under Section 4 of the latter Act and closing 
orders under the Housing Act, 1925; and 
restrictions of a like nature under local Acts 

Registration of all financial charges is re- 
quired, whether created before or after the 
passing of the Act. In the case of such 
charges created before the passing of the Act, 
one year is allowed in which to register. In 
the case of prohibitions and restrictions on the 
user of land, registration is only obligatory in 
respect of those which arise after the passing 
of the Act. 

A note on page 5 of the Memorandum, how- 
ever, appears particularly important in this 
connection: “‘ As already indicated, the regis- 
tration of prohibitions on the user of land is 
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required only in respect of those arising after 
the commencement of the Act, namely, on and 
after January 1, 1926. In view, however, of 
the far-reaching effect of a Town-Planning 
scheme when approved, and also the restric- 
tions consequent upon the passing of a reso- 
lution to prepare a Town-Planning scheme, 
it is considered very desirable that particulars 
of schemes approved before that date, and 
also of all Town-Planning resolutions passed 
under the Town-Planning Act, 1919, as well 
as of authorities to prepare schemes under the 
Town-Planning Act, 1909, should be recorded 
in the register in order that prospective pur- 
chasers of land may be fully aware of the 
position.”” 


THE WEEK IN 
PARLIAMENT 


WestMiInsteR, Wednesday. 


Houses Built. 

Mr. Chamberlain informed Mr. Duckworth 
that during the twelve months ended September, 
1925, 92,291 houses were completed under the 
Housing Acts in England and Wales with State 
assistance, and 66,725 by private enterprise 
without subsidy. The annual subsidy in respect 
of the 92,291 houses referred to amounted to 
£594,643. The total payments on account of 
housing subsidy in England and Wales in 1925 
were £7,898,530. 

A Shuttering Invention. 

Lady Astor asked in how many housing schemes 
of local authorities the system of shuttering 
invented by Mr. Bendall, to whom the Govern- 
ment awarded last year a prize of £250, had been 
adopted ; and whether its use was being recom- 
mended in order to save skilled labour in the 
future 

Mr. Chamberlain said he had no information 
in regard to the first part of the question.» As 
regarded the last part, the erection of houses by 
methods involving the use of shuttering which 
saved skilled labour was being adopted to a 
considerable extent in various districts. He 
had no doubt that the building industry was 
fully familiar with the advantage of different 
systems of shuttering, and he did not think that 
he could give special recommendation to any 
particular type. 

New Methods of House Construction. 

Mr. Chamberlain informed Lady Astor that 
the Committee on New Methods of House Con- 
struction finished its task and was dissolved last 
December, and there had, therefore, been no 
meetings during the last three months. He 
understood that approximately 400 methods or 
materials were submitted to the Committee ; 
any further new methods were examined by his 
Department in the light of the experience gained 
by the Committee. 

Loans to House Builders. 

Mr. Chamberlain informed Mr. R. Young that 
during the past five years loans amounting to 
£12,100,515 had been sanctioned by his Depart- 
ment to local authorities for the purpose of 
advances under the Small Dwellings Acquisition 
Acts, and a further £7,477,382 had been sanc- 
tioned for the purpose of advances to builders 
and purchasers of houses under Section 92 of 
the Housing Act of 1925. Since January 1, 
1923, the London County Council had sanctioned 
loans under the former Act amounting to 
£253,630, and made direct advances of £334,370 
under the Small Dwellings Acquisition Act and 
of £1,084,890 under Section 92 of the Act of 
1925. Under special powers, and in connection 
with their Municipal Bank, the Birmingham 
Corporation had advanced £1,039,983 since 
January 1, 1923, for the purchase and building 
of houses. The rates of interest approved by 
his Department for loans by local authorities for 
this purpose had been as follows :— 


Per cent. 
July, 1921-June, 1922.......... 64 
June, 1922—December, 1922 .... 6 
December, 1922—August, 1923 .. 5} 
August, 1923—January, 1926 .... 5 


From January,919263 
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Transmission of Heat Tests. 

Lady Astor asked whether tests had been 
made by the Department of Scientific and Indus. 
trial Research into transmission of heat through 
a 9in. solid brick wall, a 9 in. cavity wall, g 
hollow terra-cotta wall of a Weir bungalow, and 
the cast-iron wall of the type now being erected 
by the Derby Corporation ; and what had been 
the results of these tests. 

Lord E. Percy, who replied, said that the 
results of tests made by the Department of 
Scientific and Industrial Research into the 
transmission of heat through a 9 in. solid brick 
wall and a 9 in. cavity wall were published in 
Special Report No. 7 of the Building Research 
Board issued in 1923. The results were given 
in Table 3 (pages 20-21). The table also con- 
tained the results. of tests on a 6 in. hollow terra- 
cotta wall. These tests were not carried out 
for Messrs. Weir. No tests had been made by 
the Department on cast-iron walls. 


Scottish National Housing Company. 

Sir J. Gilmour, Secretary for Scotland, 
informed Major Kindersley that the total capital 
of the Second Scottish National Housing Com. 
pany (Housing Trust), Ltd., was £100,000. The 
capital was subscribed by the Scottish Board of 
Health. The business of the Company is 
managed by an Executive Committee whose 
names were :— 

Sir John R. Findlay, Bart., K.B.E., LL.D, 
D.L., Edinburgh ; 

Sir Henry Ballantyne, D.L., Haddington ; 

Thomas Goodall Nasmyth, M.D., D.Se., 
D.P.H., Edinburgh ; 

James Norval, Dunfermline ; 

David Ronald, M.Inst.C.E., 
burgh ; 

Sir Daniel M. Stevenson, Bart., LL.D., D.L., 
Glasgow ; and 

John Alexander Inglis, King’s and Lord 
Treasurer’s Remembrancer, Edinburgh. 

Each member of the Executive held one 
share. No remuneration was paid to the 
members of the Executive Committee. 


Credit Facilities for Colliery Building Schemes. 
Mr. McNeil, Financial Secretary to the 
Treasury, informed Mr. Beckett that a consider- 
able number of applications had been received 
by the Trade Facilities Advisory Committee for 
guarantees in favour of colliery and by-product 
schemes, including colliery housing schemes. 
Guarantees in connection with colliery housing 
schemes had been given in the follgwing cases :— 
Llantrisant and Rhymney 
Valley Housing Co., Ltd... £100,000 
Butterley Housing Co., Ltd. 207,000 
Upton Colliery Co. 14,000 


Import of Foreign Materials. 

Captain Fairfax asked the Minister of Health 
what steps, if any, he was taking to encourage 
local councils and housing authorities to use 
British bricks, tiles and cement in their housing 
schemes, in view of the increasing import 
foreign building materials ? 

Sir K. Wood said that section 10 of the 
Housing Act, 1924, provided that, in approving 
proposals for the construction of houses, the 
Minister of Health should not impose any con- 
ditions which would prevent the materials 
required being purchased in the cheapest market 
at home or abroad. The Government had, how- 
ever, urged local authorities to arrange that a 
contracts for or incidental to works carried out 
by them should, in the absence of special circum- 
stances, be placed in this country. 


Bricklayers. 

Mr. Betterton (Parliamentary Secretary of the 
Ministry of Labour), informed Mr. T. Williams 
that the number of bricklayers in the building 
trades insured under the Unemployment 
Insurance Acts was estimated at 69,000 at 
August, 1913; and 56,500 at July, 1924. Both 
these figures were estimates ; an actual count 
unemployment books gave a figure of 64,200 - 
July, 1925. In addition, there were considerab le 
numbers of bricklayers outside the or 
trades, but statistics of these were not aval 
able. 


F.R.S.E., Edin- 
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INCORPORATED BRITISH 
INSTITUTE OF 
CERTIFIED CARPENTERS 


{'uE annual dinner of the Incorporated British 
Institute of Certified Carpenters was held at 
Carpenters’ Hall, Throgmorton-avenue, London 
Wall, on Saturday, March 20, Mr. D. Wintring- 
ham Stable, J.P., LL.B. (Master of the Worship- 
ful Company of Carpenters), presiding over a 
gathering of about 200. 

The loyal coast, proposed by the Chairman, 
having been honoured, 

Mr. J. Hutton Freeman (Clerk of the Worship- 
ful Company of Carpenters), in proposing the 
toast of “‘ The Incorporated British Institute of 
(ertified Carpenters,” said the Institute really 

w out of the examinations which at one time 
were held by the Worshipful Company. When 
the Institute was founded in 1890 it consisted 
of eleven members, whereas to-day it consisted 
of nearly 500, which went to prove that satis- 
factory progress had been made and redounded 
to the credit of those who had been on the 
governing body. He was glad to say that they 
had still remaining with them some who had 
passed the examinations started by the Com- 
pany a8 far back as 1887. In conclusion, he 
wished the Institute success and prosperity in 
the coming years. 

Responding to the toast, Mr. Robert J. Back 
(Vice-President of the Institute) said it was 
pleasing to note that at the present time there 
was a very keen interest being taken both in 
London and in the provinces in the examinations 
held by the Institute to enable carpenters to 
qualify for membership. Amongst its members 
were a number from the Colonies. including two 
from Australia and one from New Zealand. 
The members of the Institute were out to benefit 
each other, and he considered that the members 
of any body which benefited each other also 
benefited the general public—that particularly 
applied to carpenters. 

Mr. George Ayres (Vice-President of the 
Institute), proposing the toast of ‘The Wor- 
shipful Company of Carpenters,” said that the 
virtues the Institute possessed were due entirely 
to the Company, who provided for the car- 
penters’ examinations in their syllabus and 
scheme of study. ‘The members of the Institute 
were very ——_ of what had been done 
for them. The Company had enabled a lot 
of men who worked as carpenters to gather 
together month after month and discuss matters 
appertaining to their craft. 

Mr. Percy Preston (Warden of the Worshipful 
Company of Carpenters), in response, said it 
was a great pleasure to the Company to welcome 
such a gathering in their hall, more especially 
because those present were so closely associated 
with that body. He had been told that the 
Company dated back to about 1477, that being 
the first date on which the name of a Master 
had been recorded. A few years ago, however. 
é document was brought to light which took 
them back another 133 years, so that it might 
truly be said that the Worshipful Company of 
Carpenters had been in existence something 
like 600 years. He did not say that during all 
that time they had been carrying on the work 
carpentry, because there was but little doubt 
sccording to the records that the Carpenters’ 
Company was a religious community, and the 
wetiren who formed that community met 

ogether for their mutual benefit. He thought 
‘hose present knew what sort of work the Wor- 
ee Company were carrying on. They all 
_ of its training schools in Great Titchfield 

Teet, where they endeavoured to teach the 


meng apprentices and improvers for two or 
8 hou 's in the evening to improve themselves, 
me hat they might become efficient in the work 
ps y had undertaken. All trades were 

ught there—carpentry, joinery, smithing, 


Eniering, bricklaying, and various other 
®. Some might say they were behind the 


oo because they had no machinery in the 
ming sclool, but their idea was to teach the 


young men to use their hands and their tools, 
=. When they went into the workshops 
¥ Would of necessity soon gain the requisite 
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knowledge and use of machinery. It often 
happened that the young men had to go into 
the country where there was no machinery, 
and if they did not know how to use the tools 
it was impossible for them to get on with the 
job. 

The toast of ‘ The Chairman” was proposed 
by Mr. Wm. T. Sweet (Vice-President of the 
Institute), and the Chairman responded. 

The concluding toast, that of ‘‘ Our Guests,” 
was proposed by Mr. Wm. Cox (Vice-President 
of Institute), to which Mr. H. Westbury Preston 
(Senior Warden of the Worshipful Company) 
replied. 





THE LATE MR.F. A. WALL 


WE much regret to have to record the death 
of Mr. F. A. Wall, Assistant Secretary of the 
National Federation of Building Trades Em- 
ployers, who has fallen a victim to tuberculosis 
at the early age of 33. 

One of his friends writes :— 

Endowed with a lively intelligence, a 
phenomenal memory, a winning personality and 
a shrewd judgment, Mr. Wall made a host of 
friends, and his cheery presence will be greatly 
missed at future gatherings of the Federation. 
Mr. Wall bad been in the service of the Federa- 
tion nearly 20 years, and had so won the confi- 
dence of all who came into contact with him that 
he was, probably, designated to succeed to the 
Secretaryship in the near future. 

His experience and thorough knowledge of the 
work of the Federation, together with his 
personal qualifications, warranted the expecta- 
tion that his incumbency of that office would be 
long and fruitful—his untimely death is therefore 
a great disappointment to his many friends. 
Mr. Wall’s relations with his office colleagues 
was one of mutual confidence, affection and 
respect, and his removal from their midst is 
sadly deplored. 





NEW BRITISH STANDARD SPECIFICATIONS 
FOR PAINT MATERIALS. 


The British Engineering Standards Associa- 
tion has just issued British Standard Specifica- 
tions for genuine dry white lead and genuine 
white lead oil paste for use in paint manu- 
facture. They contain clauses regulating the 
composition, together with standard reception 
tests for the purchase of genuine white lead in 
dry and paste form respectively, and appendices 
giving methods of carrying out the tests. These 
Specifications have been prepared at the 
request of the paint manufacturers by a com- 
mittee representative of both the buying and 
manufacturing interests, and are the first to be 
published of a series of Specifications for paints, 
varnishes, and paint materials. As in the case 
of all British Standard Specifications, they will 
be reviewed as experience of their working or 
progress in the industry renders it necessary, 
and revised issues will be published from time 
to time. 

Amongst other Specifications in hand which 
will be published as completed are the following : 

Painting Materials.—Raw, boiled, and refined 
linseed oil, turpentine, white spirit, red lead, 
zinc oxide, zinc oxide oil paste, barytes, asbes- 
tine, red oxides of iron, lead chromes, and 
Prussian blues. 

Ready Mized Linseed Oil Paints.—White 
lead, tinted white lead, zinc oxide, tinted zinc 
oxide, black, green, and red oxide of iron. 

Oil Varnishes.—Interior, exterior, rubbing, 
and extra hard drying. 

Copies of the new Specifications (Nos. 239 
and 241-1926) can be obtained from the B.E.S.A. 
Publications Department, 28, Victoria-street, 
London, 8.W.1, price 1s. 2d. each, post free. 





Proposed New Manchester Hospital. 

The Manchester Town Council proposes to 
build a new northern hospital on a 16,000 sq. 
yds. site at Alms Hill, Cheetham Hill-road, the 
funds to be provided by voluntary subscription. 
Plans prepared allow for 200 beds, an out- 
patients’ department, and a nurses’ home. 
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READING BUILDERS’ 
ASSOCIATION 


THe annual dinner of the Reading and 
District Building Trades’ Employers’ Associa- 
tion has been held at the Caversham Bridge 
Hotel, Reading, the president (Mr. A. 8. B. J. 
Elliott) being in the chair. There were also 
present the Mayor of tag | (Councillor L. G. 
Sutton), Messrs. Arthur Francis, F.I.0.B. 
(vice-chairman), W. H. Margetts, F.1.0.B. 
(hon. treasurer), A. T. Doe (secretary), C. P. 
Lovell (president, Southern Counties’ Federa- 
tion of Building Trade Employers), F. Woolley, 
F.S.A.A. (secretary, Southampton Building 
Trades’ Employers’ Association), Harry Hutt, 
F.R.1.B.A. (chairman, Reading Society s of 
Architects), and G. A. Hotter (secretary, 
Southern Counties’ Federation of Building Trade 
Employers). 

The chairman, in submitting the toast of 
“The Mayor and Corporation,” said that some 
16 or 17 years ago he was persuaded to go to 
the House of Commons and give evidence 
against the proposed incorporation of Caver- 
sham with Reading. He was very glad now 
he was on the losing side, for they had two 
magnificent bridges, both from the point of 
view of utility and that of beauty. The Prince 
of Wales was shortly to open the new bridge. 

The Mayor, in reply, said he thought the 
builders were the chief benefactors of the town. 
They had left their mark in the old Reading 
Abbey, and they were now making their mark 
in the town and suburbs. 

Colonel Hybart proposed “The Southern 
Counties’ Federation of Building Trades’ 
Employers.” He took that opportunity of 
recognising the valuable work done by Mr. 
Lovell, their president, and Mr. W. E. Collier. 

Mr. C. P. Lovell replied. 

Mr. F. Woolley proposed the “ Reading and 
District Building Trades’ Employers’ Associa- 
tion,” and Mr. W. E. Collier replied. 

The toast of ‘ Our Visitors ’’ was proposed 
by Mr. Arthur Francis, and responded to by 
Mr. J. Sherborne. 





BRIGHTON BUILDERS’ 
ASSOCIATION 


THe annual dinner of the Brighton, Hove 
and District Association of Building Trades’ 
Employers was held recently at the Royal 
Pavilion. Colonel H. C. Saunders, D.S.O., T.D. 
(chairman), presided, supported by Lieut.-Col. 
R. J. Cox, T.D., and Messrs. 8S. W. Bostel 
(vice-chairman), C. P. Lovell, C. Lynn, G. 
Hotter, D. Edwards (Borough Surveyor of 
Brighton), and T. J. Wiley (secretary). 

Lieut.-Col. Cox proposed “ The Corporations 
of Brighton and Hove,” and the Mayor of 
Brighton, in reply, said that he looked forward 
to the early erection of a grand building—for 
which the Borough Surveyor would be respon- 
sible—on the site of the Aquarium. 

The Mayor of Hove, also responding, said 
that he was hoping for the early completion 
of the sea wall extension, which would be a 
great improvement, and also of the new fire 
station and electricity transformer station. 

Mr. 8. W. Bostel proposed the toast of “‘ The 
Southern Counties’ Federation of Building 
Trades’ Employers.” 

Mr. C. P. Lovell (president of the Southern 
Counties’ Federation) referred, in reply, to the 
services of his predecessor in the office, Mr. 
Lynn, and to the great work Lieut.-Col. Cox 
was doing as Chairman of the Regional Joint 
Council of builders. 

Introducing “* Our Guests,” Mr. Lynn referred 
to the good will existing between builders and 
architects, and said the builders of Brighton were 
doing their utmost to get more apprentices 
into the trade. 





Bristol Church Requirements. 


The Bishop of Bristol is appealing for £200,000 
with which to erect churches in new suburbs 
of the city, and to repair existing buildings. 
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NEW BUILDINGS IN 


LONDON 


Bermondsey.—The directors of Messrs. E. & 
T. Pink & Plaistowe (Proprietory), Ltd., have 
decided to extend and reorganise their factories 
at Bermondsey, 8.E.1., to accommodate plant 
and machinery which is to be removed from 
factories at King’s Cross, N.W.1. 


Brixton.—The directors of Messrs. Bon 
Marche, Ltd., drapers, 442-445, Brixton-road, 
8.W., propose to erect a drapery emporium on 
the site of Messrs. Quin & Axten’s premises 
adjoining. Mr. H. Payne Wyatt, architect to 
company, 465, Brixton-road, 8.W.9. 


Burnt Oak.—The Underground Co. has pur- 
chased 104 acres of land in the vicinity of 
Burnt Oak Station, N, for a sports ground for 
the L.E.R. Athletic Association. A pavilion is 
to be erected. 

Bloomsbury.—Extensive alterations are to 
be made to the office premises in 4-5, Queen- 
square, W.C.1. Messrs. James Stewart & Sons, 
builders, 174, West Green-road, N.15. Mr. 
J. H. Storrar, architect, Clock Chambers, 
London-road, Enfield, Middlesex. 


Cheapside.—Extensive alterations are being 
made to the premises of Messrs. Keith, Prowse 
& Co., Ltd., at 48, Cheapside, E.C.4. Messrs. 
Sabey & Co., builders, 100, Great Russell- 
street, W.C. Messrs. Penrose Lifts, Ltd., 239, 
Southwark Bridge-road, 8.E.1. 


Cheapside.—Extensive improvements are to 
be effected to premises at 46, Cheapside, E.C., 
owned by Messrs. P..B. Cow & Co., Ltd. Messrs. 
Frederick Sage & Co., Ltd., 58, Gray’s Inn-road, 
W.C.1, shop fronts and fittings. 


Chiswick.—Improvements are to be effected 
at the “ Old Windmill "’ public-house, the High- 
road, W., for Messrs. Fuller, Smith & Turner, 
Ltd., brewers. Messrs. Szerelmey, Ltd., stone 
preservation work, 277, Rotherhithe New-road, 
S.E.16. 

East London.-_Mr. Bernhard Baron has given 
£10,000 towards proposed extension of the 
East London Jewish Hospital, estimated to 
cost between £25,000 and £30,000. Messrs. 
Josephs, architects, 2, Paul’s Bakehouse-court, 
E.C.4, 

Fenchurch-street.— W ork has been commenced 
upon the second portion of the large office and 
shop building, to be erected on the corner site in 
Fenchurch-street and_ Billiter-street, E.C.3. 
Messrs. F. G. Minter, Ltd., builders, Ferry 
Works, Putney, 8.W. Messrs. Gunton & 


Gunton, F¥F.R.1.B.A., architects, Finsbury 
House, Blomfield-street, E.C.2. 
Greenwich.— Messrs. Harold Arnold & Co., 


Ltd., Printing House-lane, Doncaster, are 
erecting two large extensions to the Miller 
General Hospital for South-East London, in 
Greenwich-road, S.E.10, comprising a ward 
block tor 78 beds and a five-story nurses’ 
home. Messrs. William A. Pite, Son, & Fair- 
weather, architects, 12, Carteret-street, Tothill- 
street, 8.W.1. 

Hackney.— Alterations and additions includ- 
ing the building of a new cowhouse, dairy build- 
ings and lavatories, are to be made to the Branch 
Institution of the Hackney Board of Guardians. 
Mr. E. Talfourd Cummings, F.R.1.B.A., archi- 
tect, King Edward Buildings, Reading. 


High-street, N.W.—A large building, contain- 
ing shops, showrooms, and offices, &c., is to be 
erected upon a site at 307-311, High-street, 
N.W., for the Gas Light & Coke Co., Ltd., 
Westminster. Mr. H. Austen Hall, F.R.1.B.A., 
architect, 8, Old Jewry, E.C.2. 

Isleworth.—The London Power Co., Ltd., are 
applying for power to Parliament to acquire 
about 45 acres of land in Lyon-lane and London- 
road, adjoining the Southern Railway, for the 
erection of buildings and electrical plant. Messrs. 
Kennedy & Donkin, consulting engineers, 





Broadway-court, 8.W.1. 


Jermyn-street.—The Trustees of the Geological 
Survey and Museum have decided to close their 
premises in 28, Jermyn-street, 8.W.1, in order 
to carry out extensive structural repairs under 
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supervision of H.M. Office of Works, Storey’s 
Gate, Westminster, 8.W.1. 


Kensington.—The Corporation of the Royal 
Albert Hall of Arts and Sciences, in Kensington 
Gore, 8.W.7, is to promote a Parliamentary Bill 
for powers to raise funds for the alteration and 
upkeep of the Hall. 

King’s-road.—The St. Mark’s College for the 
Training of Teachers in King’s-road, 8.W., is 
being extended by the erection of a new block for 
students and staff. Messrs. Rice & Son, builders, 
15, Stockwell-road, Lambeth, S.W.9. Messrs. 
Beasley & Burrows, architects, 17, Victoria- 
street, Westminster, 8.W.1. 

Leadenhall-street.—Progress is being made 
with the work below street level in connection 
with the new offices for Messrs. Royal Mail 
Steam Packet Co., Ltd., Moorgate, E.C.2. 
Messrs. Trollope & Colls, Ltd., builders, 5, Cole- 
man-street, E.C.2. Messrs. David Colville & 
Co., Ltd., steelwork, 102, Old Broad-street, 
E.C.2. Sir Edwin Cooper, F.R.1.B.A., archi- 
tect. 4, Verulam-buildings, Grays Inn, W.C. 

Lefroy-street—New Wesleyan Methodist 
Church schools are to be erected on a site in 
Lefroy-street, S.E.1, to plans prepared by 
Mr. George E. Withers, F.R.1.B.A., architect, 
50, Cannon-street, E.C.4. 

New-street.—Large offices and warehouse are 
to be erected in New-street-square, E.C.4., for 
Messrs. Wyman & Co., Ltd., printers and book- 
sellers, Fetter-lane, E.C.4. Messrs. Walter 
Lawrence & Son, Ltd., builders, 19, Finsbury- 


square, E.C.2. Messrs. Brown & Barrow, 
architects, Lennox House, Norfolk - street, 


Strand, W.C. 

Newington. Messrs. M. Jacobs Young & Co., 
Ltd., merchants, &c., 265, Borough High-street, 
S.E.1, have acquired 253-263, and 267-27] 
Borough High-street, S.E.1, for the extension 
of their works. The buildings will be recon- 
structed. 

Oxford-street.— Alterations and improvements 
are to be made to premises for Messrs. Leon & 
Co., tobacco merchants, 5, Carlisle-avenue, 
E.C.3. Messrs. Higgs & Hill, Ltd., builders, 
Crown Works, South Lambeth-road, S.W. 
Messrs. Smith-Walker, Ltd., steelwork, 
33, Tothill-street, Westminster, 8.W.1. Mr. 
8. Hillson, shopfitter, 48, Retreat-place, E.9. 


Oxford-street.—Messrs. F. & H. F. Higgs, 
Ltd., builders, Station Works, Hinton-road, 
Herne Hill, 8.E., are to carry out structural 
alterations at 12-14, Argyll-street, W.1, in 
connection with the provision of new shops on 
the ground floor and offices above. Mr. J. A. 
Phillips, surveyor, 24, Pall Mall, 8.W.1. 

Paternoster-row.—Shops and showrooms are 
to be erected in Paternoster-row and St. Paul’s- 
churchyard, E.C.4, for Messrs. Hitchcock, 
Williams & Co., Ltd., drapers. Messrs. F. & 
H. F. Higgs, Ltd., builders, Station Works, 
Hinton-road, Herne Hill, S.E. Messrs. Searle & 
Searle, architects, Paternoster House, Pater- 
noster-row, E.C.4. 


Palmers Green.— A number of houses of various 
types are being erected in Broomfield-avenue, 
Palmers Green, N.13. Mr. H. C. Keene, builder, 
10a, The Triangle, Palmers Green, N.13. 


Poultry.—The contract for the installation of 
air-conditioning and ventilating plant at the 
new headquarters of the Midland Bank, Ltd., has 
been secured by Messrs. Sturtevant Engineering 
Co., Ltd., 147, Queen Victoria-street, E.C.4. 
Messrs. Gotch & Saunders, architects, 9, St. 
Mildred’s-court, Poultry, E.C.2. 

Putney.—The property, Nos. 230-232, Putney 
High-street, 5.W.15, has been acquired by 
Messrs. Blue Halls, Ltd., proprietors of the 
Cinema, Putney High-street, 8.W., with a view 
to reconstruction. 

Regent-street.—A new building (offices and 
shops) is to be built at Nos. 289-293, Regent- 
street, W.1, under the supervision of Mr. Walter 
J. Fryer, consulting engineer, Walmer House, 
Regent-street, W.1. Mr. C. T. Armstrong, 
A.R.1.B.A., architect. 

Regent-street.—New shop and office premises 
are being built on the site of Nos. 23, 24, War- 
wick-street, Regent-street, W.1. Mr. F. Cubitt 
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Nichols, F.R.I.B.A., architect, 37, Norfolk. 
street, Strand, W.C.2. Messrs. George Parker 
& Sons, Ltd., builders, 124, Sumner-road, 


Peckham, 8.E. 


South-East.—A site in South-East London 
about 30,000 square feet in extent is to be 
acquired by Mr. H. Norman Gray, 7, Conduit. 
street, W.1, for the erection of a factory building, 


St. Pcneras.—The “Earl Russell” public. 
house, in St. Pancras-road, N.W.1, is to be 
extended and improved. Messrs. Snelling & 
Rayment, builders, Mitcham-lane, 8.W.16, 
Mr. Wm. Gilbert, quantity surveyor, 24, Broad. 
street-avenue, E.C.2. Mr. A. E. Sewell, 
L.R.1.B.A., architect to owners, Messrs. True- 
man, Hanbury, Buxton & Co., Ltd., brewers, 
Spitalfields, E.1. 


Strand.—Mr. Bertie Crewe writes to point out 
with regard to a paragraph on page 493 of last 
week’s issue that the new dance hall, &c., below 
the Tivoli, are to be carried out solely from his 
designs. 


Strand.—W ork has been put in hand on the 
new automatic telephone exchange, to be 
known as “‘ Strand,’”’ W.C.2. Messrs. A. Roberts 
& Co., Ltd., builders, 74, Earls Court-road, W.8, 
Messrs. Dorman Long & Co., Ltd., steelwork, 
Central Buildings, Westminster, 8.W.1. Messrs. 
Brookes, Ltd., granite work, Halifax, Yorks, 
Mr. C. W. Courtney, Portland stonework. 
H.M. Office of Works, architects, Storey’s Gate, 
Westminster, 8S.W.1. 


Streatham.—Semi-detached residences con- 
taining four bedrooms, two reception rooms, 
&c., are to be built in Walrond-street, on the 
Furzedown estate, Streatham, S.W.16. Messrs. 
Thomas & Westcott, builders, Walrond-street, 
Mitcham-lane, Streatham, 8.W.16. 


Teddington.— Messrs. E. D. Winn & Co., Ltd., 
builders, 32, Lowndes-street, 8.W.1, are exca- 
vating the site for the new branch post office and 
depot. H.M. Office of Works, architects, 
Storey’s Gate, Westminster, 8.W.1. 


Thornton Heath.—An estate bounded by 
Maryland-road and Green-lane, Thornton Heath, 
8.E., is being developed for residential purposes. 
Semi-detached houses with garages attached are 
to be erected. Mr. F. A. Reed, builder, Rose 
Cottage, Kensington-avenue, Thornton Heath, 
8.E. 

Tottenham Court-road.—No. 125, Tottenham 
Court-road, W.1, is being reconstructed by 
Messrs. Oetzmann & Co., Ltd., Hampstead- 
road, N.W.1, as a new estate office. Messrs. 
Samuel Haskin & Co., Ltd., shopfitters, 
Walthamstow, E.17. 


Twickenham.—The Twickenham Education 
Committee propose to build a new school at 
the Jubilee Farm site, and also to erect boys’ 
and girls’ departments at Nelson School. Mr. 
G. Pearce, surveyor, Town Hall. 

Upper Tooting.—Plans for the development 
of the Bell Estate, at Upper Tooting, 8.W.17, 
include a large number of semi-detached houses 
of 4-5 bedrooms, two reception rooms, X., 
with labour-saving devices. Messrs. Swain & 
Selley, builders, 149 Topham-road, Upper 
Tooting, 8.W.17. 

Victoria.— Messrs. Heron & Heron, surveyors, 
135, Victoria-street, Westminster, 8.W.1, are 
negotiating for the disposal of a freehold site 
of 35,000 square feet, near Victoria Station, 
8.W.1, for the erection of a garage, factory, 
&e. 

Walthamstow.—The Associated Equipment 
Co., Ltd., motor engineers, Walthamstow, E.17, 
have decided to erect a large new factory. 
Plans by company’s engineers. 

Westminster.—New offices are being erected 
on the Thames Embankment, S.W.1, in the 
forecourt of Montague House, for the Ministry 
of Labour. H.M. Office of Works, architects, 
Storey’s Gate, Westminster, S.W.1. 

Westminster.—A building site of 
9,000 square feet, near the Houses of Parlia- 
ment, is to be offered for sale for the erection 
of offices, showrooms, &c. Messrs. Driver: & 
Norris, surveyors, 407, Holloway-road, N.7. 
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ArticLE V.—It is agreed that the provisions Pinckpeel  ..-.cecseses 18 7. 18 8 Le ie HY 1/3} 
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shall not exceed 48.] |e a | HY is ifs ile 1/8 lis is i 
ArticLE VI (6).—It is agreed that the Chatham ... 1 
: . ; f /5 1 1/1 
maximum limit to the number of additional Chelmsford eh tet 1/5 1/3 1/84 1/5 1/8) 1/t 
hours that may be worked under Article VI (6) ——— 1 M 18 ile is 1/6 1/8 Hy i ‘3 
is within the competence of national law. It Chesterfield re ee arte i iB 1/8 1/8 1/8 ifs 1/8 1/3 
is “ny = the ree Nag as to the rate of ae Reuse cakwae 1/53 fee 1/St 1/54 1/5¢ | ait tet 1/34 
pay or overtime im 8 the Conv ti VOTLUTY cccccecesecess 1/8 1/8 / /8 1/8 8 
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ped, by am (0) Tt is agreed that — Derby. -.seeseeceses 1/8 1/8 1/8 1/8 1/8 AS 1/3 1% 
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on the weekly rest day other than hours covered ti slssrvcsssesces 1/8 1/8 “| 1/8; 1/8 1/8 1/8 1/8 1/8 
by Articles II (c), III, IV, and V shall be treated _—_. ee ceadeee- ome ee 1/6 1/6 1/6 1/6 1/6 1/6 1/6 3 
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The Mersey Docks and Harbour Board Newport, Mon. 9s rage 18 1/8 1/8 1/8 1/8 1/8 1/8 1/8 
ropose to erect a new shed at the Gladstone Northampton .......... 1/7 1/7 1/7 1/7 1/7 1/7 1/7 iy 
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standing order No. shall at ti 1/8 1/8 1/8 1/8 1/8 1/8 | 1/8 
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tively above the rates of wages set out or pro- Walsall .........+++++++ 174 | 1/7 | afte | ite | afte | ame | 17 | 22 
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CONTRACTS, COMPETITIONS, &c, 


For some contracts still open, but not included in this List, see previous issues. Those with an asteris« 
are advertised in this number. Certain conditions beyond those given in the following information 
are imposed in some cases, such as that advertisers do not bind themselves to accept the lowest or any 
tender; that a fair wages clause shall be observed ; that no allowance will be made for tenders ; and 
that deposits are returned on receipt of a bona-fide tender unless stated to the contrary. 

The date given at the commencement of each paragraph is the latest date when the tender, or the names 
of those willing to submit tenders, may be sent in ; the name and address at the end is the person from whom 
or place where quantities, forms of tender, &c., may be obtained. 


BUILDING, PAINTING, ELECTRIC 
LIGHTING, HEATING, etc. 


Maxrcu 29.—Ashford.—-BvuILvtineG.—For (1) ae cot- 
tages, and (2) office and store, for the U.D.C. H. 
Wilson, electrical engineer, 11, Bank-street. 

Maron 29.—Blackpool.—BUILDING.—New offices 
and grand stand, Bloomfield-road football ground, for 
the F.C. J. Singleton, L.R.I.B.A., chartered archi- 
tect, Dickson Chambers. Deposit 21 1s. 

MARCH 29.— Durham.— Hovsss. — Construction 
of a further 26 houses, in blocks of two, being the 
third part of the Whinny Hill housing scheme. J. W. 
Green, City Engineer and Surveyor, Town Hall. 
Deposit £2 2s. 

Marcu 29 —Hinckley.— Hovses. — Twenty-four 
houses on the Rugby-road estate, for the U.D.C. J.8. 
Featherston, surveyor. Deposit £1 1s. 

Maron 20.—Kent.—ExTENSsiON.—Of the County 
School for Girls, Beckenham, for the Kent Education 
Committee. County Education Architect (W. H. 
Robinson, F.R.I.B.A.), Room 69, Sessions House, 
Maidstone. Deposit £2 2s., by cheque, payable to the 
Kent Education Committee, and crossed “ National 
Provincial Bank, Ltd.” 
© Marcu 29.— fy ING.—Con- 
struction of a sump and inspection chamber, for the 
T.C. H. Bell, City Electrical Engineer and Manager, 
Electricity Works, Sculcoates-lane. Deposit 10s. 

Maron 29. —Newcastle-under-L yme. — HovusEs.— 
Erection of 82 (in pairs), on the Cross Heath housing 
acheme, for the Corporation. A. A. Pattison, M.Inst. 
Mun. and Cy.B., Borough Surveyor, Municipal Offices, 
High-street. Deposit £2. 

Maron 29.—Paisley.—PAINTING.—New class-rooms 
and play-shed, at South public school, for the Renfrew- 
shire E.C. J. Hamilton Pullar, Executive Officer, 
County Education Offices, 16, Glasgow-road. Deposit 
£1. 


Maron 29.—Portobello.—PaintTInG.—Painter work 
at St. John’s R.C. School, for the Edinburgh E.C. 
Reid & Forbes, architects, 7, Ainslie-place, Edinburgh. 

Maron 29.—Salford.—ALTERATIONS.—At the Union 
Infirmary, Stott-lane, Pendleton, for the B.G. W. T. 
Gunson & Son, architects, 10, Marsden-street, Man- 
chester. Deposit £2 2s. 

MARCH 29.—Tipton.—Hovusrs.—-Ninety-six houses 
in Locarno-road, for the U.D.C. W.H. Jukes, surveyor. 
Deposit £2 2s. 

AROH 29.—Uxbridge.—REPAIRS.—Repairs and 
alterations to the Greenway Nursery, The Greenway, 
for the U.D.C. /, L. Eves, surveyor, 54, High- 
street. 

Manon 29.—Wigan.—Hovses.—Erection of 98 
in brickwork on the Bottling Wood site, in lots of 20, 
28, 20, 16, and 14 on Plots A, B, C D, and E, res- 

tively, for the Corporation. kh. 'B. Donald, 

.Inst.C.E., Borough Engineer, Municipal Buildings, 
Library-street, Wigan. Deposit £3 3s. (by cheque, 
made payable to the Wigan a 

MARCH 30. — Chorley. — HovusEs, — Seventy-six 
houses on the Rangletts estate, for the T.C. Borough 
Surveyor. Deposit £2 2s. 

Maron 30.—Cockermouth.—Hovses.—Twenty-four 
houses of parlour and non-parlour type on Fitz-road, 
Cockermouth, together with drainage and fencing 
works, and roads and sewers, for the U.D.C. Hy. 
Graham, engineer and surveyor. Deposit £2 2s. 

Maron 30.—Connah’s = .—Hovses.—Twenty- 
five houses at Golftyn, for the UD.c. 8S. H. Garratt, 
architect, Chester-road, Shotton. Deposit £2 2s. 

Marcu 30.— Coventry.— Hovses.— Erection of 
250 parlour-type three-bedroomed houses in No. 6. 
aromas varying from 35 to 51 houses per group, for 
the Housing Committee of the City Corporation. 
A. F. Underhill, L.R.1.B.A., Housing Director, Council 
House, Coventry. Deposit .5 5s., to the City Treasurer. 

Marcu 30.—Great Yarmouth.—EMPLOYMENT Ex- 
OHANGE.—Erection of, at Great Yarmouth, tor the 
Commissioners of His Majesty’s Office of Works. 
Contracts Branch, H.M.O.W., Ki Charles-street, 
Londoa, 8.W.1. Deposit £1 1s. (Cheques payable 
to the Commissioners. ) 

MARCH 30.—Leyton.—HovsEs.—Seventy-five houses 
on the yoy! Park estate, Lea Bridge-road, Leyton, 
B.10, for the U.D.C. J. H. Jacques, L.R.1B.A., 61, 
West Ham-lane, Stratford. Deposit <2. 

MARCA 30.—Liverpool.—Pa VILION.—Bowls pavilion 
and conveniences at Allenby-square, Elms House 
estate, forthe T.C. Land Steward and Surveyor. 

_ Marca 30. —London.—OFFIcEs.— Building of office 
at the Council's Depot, Liverpool-road, N.1. for the 
Islington B.C. Borough Engineer. 

MakOu 30.—Wallsend.—CON VERSION .— Of cell privies 
into water closets, for the T.C. Borough Surveyor. 

Maron 30.— edale.— ELECTRICITY .—Installa- 
tion of electricity at the Isolation Hospital, Menston, 
for the Hospital Committee. P. 8. Wade, Clerk, 
Union Offices, y. 

Marca $1. rtes.— HOvUsE.—Dwelling-house to be 
erected at Knotkiemore, Cortes, Lonmay. Robert 
Rae, Clerk of Works, Bridge of Don, Aberdeen. 

Maron 31.—Dublin.—GLazine.—For (a) glazing 
work, (6) maintenance of slated roofs, for the C.B. 

. J. Murphy, Town Clerk. 

Maron 31.—Dublin.—RePams.—To Cottages; at 

Idoyle, for the C.B. J.J. Murphy, Town Clerk. 


* MarcH 31.—Eastbourne.—Hovuses.—Erection of 
44 on the Hampden Park housing site and 66 on the 
Crumbles housing site, of brick, or alternatively of 
concrete construction, for the T.C. Borough Engi- 

: Office, Town Hall, Eastbourne. Deposit 
£2 2s 


Maron 3$1.—Gloucestershire.—PoLice STATION.— 
Erection of a Police Station at Pucklechurch, near 
Bristol, for the Standing Joint Committee of the 
Gloucestershire County Council. E. 8. Sinnott, County 
Surveyor, Shire Hall, Gloucester. Deposit £2 2s. 

Marc: 31.—Ilkley.-Hovses.—Forty-four semi- 
detached houses, 18 of the parlour type and 26 of the 
non-parlour type, on the Leeds-road site, for the U.D.C. 
Surveyor. Deposit £2 2s. 

Makoa 31.— chester.— BUIL DING.—Cattle lairage 
at the Abattoirs, Water-street, for the T.C. City 
Architect. Deposit £1 1s. 

Maron 31.—Perth.—AppITIONS.—Additions and 
alterations to Perth Sorting Office, for H.M. Office of 
Works. Architect, H.M. Office of Works, 122, George- 
street, Edinburgh. Deposit £1 Is. 

Marcu 31.-Rochdale—ADpDITIONS.—Alterations and 
additions to the existing heating apparatus at Cronkey- 
shaw school, for the C.B. Borough Surveyor. 

Marcu 31.—Sheffield.—ScuooL.—Special school at 
Northfield-road, Crookes, for the T.C. City Archi- 
tect’s Department. Deposit £2. 

MAROH 31.—She -—WIrkING.—Installation of 
electric wiring and fittings to Firth-park secondary 
school, for the T.C. City Architect’s Department. 

Marcu 31.—Union Seen — eee 
tions to and adaptation of Buckingham House Stores, 
Union Quay. Cork, for the Commissioners of Public 
Works. J. J. Healy, Secretary, Oifig Oibreach Puibli 
(Office of Public Works), Baile Atha Cliath, Dublin. 
Deposit £1. 

ROH 31.— Wath. — PAINTING. — Distempering, 

ary &c., at Wath Wood Hospital, for the Wath, 

winton and District Joint Hospital Board. Nicholson 
& Co., Clerks, Wath-upon-Dearne. 


Maron 81.—Winsford.—StTaTion.—Construction of 
new pumping station and 


iled . oseway at Oakmere 
Lake, for the U.D.C. J. Birtwistle, engineer, ‘“ Jes- 
mond Dene,” Cuddington, Northwich. Deposit £4 4s. 

APRIL 1.—Bedwas and Machen.—SvuB-STaTION.— 
Electrical sub-station on a site cogettes the Bedwas 
Workmen’s Institute, for the U.D.C. Idris Leyshon, 
architect. Deposit £1 1s. 

APRIL 1.— Southampton. — Houses. — Thirty-two 
houses on the Burgess-road housing site, for the C.B. 
Borough Engineer. Deposit £2 2s. 

APRIL 1. .—SoHooL.—Erection of 
three new classrooms, cloakrooms and offices, &c., to 
Crondall Council school, for the Hants C.C. A. L. 
Roberts, County Architect, The Castle, Winchester. 
Deposit £1 1s., payable to the Hants County Council, 
and crossed “ L oyds Bank, Ltd., Capital and Counties 
Branch, Winchester.” 

APRIL 3.—Barry.—Hovses.—For (a) Twenty-two 
semi-detached non-parlour type houses; (b) twenty- 
two semi-detached parlour type houses ; and (¢) forty- 
six maisonnettes, on a site between College-road, 
Battrills-road, and High-street, for the U.D.C. E. R. 
Hinchsliff, architect. Deposit £2 2s. 

APRIL 3.—Dorset.—BUIL.LING.—For (a) Glyde Path- 
road, Dorchester, erection of two new police houses ; 
(bd) Preston, near Weymouth, erection of new police 
house ; and (c) Long Burton, near Sherborne, erection 
of new police house, for the C.C. County Architect, 
County Offices, Dorchester. 

APRIL 3. — Oldham. — FOUNDATION Works, 
ContTRACcT No. 3.—Construction, completion, main- 
tenatice, <c., of the piling and ferro-concrete foundation 
work, in connection with the erection of a new generat- 
ing station at Slack’s Valley, Chadderton, for the 
Oldham Corporation. F. L. Ogden, Borough Electrical 
Engineer, Greenhill Electricity Offices, Oldham. 
Deposit £1 1s. for each specification. 

APRIL 3.—Penmaenmawr.—ROADS, SEWERS, 
Hovuses.—Construction of roads and sewers, and the 
erection of 32 houses on the Cwm-road and Gilfach- 
road, Penmaenmawr. (1) Roads and sewers; (2) 
houses (a) built with brick walls, (6) built with con- 
crete walls. G. J. Hughes, Clerk, Council Offices, 
Penmaenmawr. Deposit £2 2s. 

* APRIL 3.—Pewsey.—HOvSsES.—Erection of 
28 in various districts, for the R.D.C. Contractors 
pie for the whole 28 houses, or for any district. 
R. Dixon, Clerk to the Council, Pewsey. 

APRIL 3.—Wayland.—Hovses.—Four houses, Attle- 
borough (London-road), four houses, O m, four 
houses, Watton, for R.D.C. A. A. mpertz, 
Clerk, Watton, Norfolk. 

APRIL 5.—Warwick.—HovsEs.—Attendant’s house 
on the site of sewage outfall works, for the R.D.C. 
S. C. Eagles, C.E., 71, Temple Row, Birmingham. 
Deposit «2 2s. 

APRIL 6.—Aldershot.—HovusEs.—Housing Scheme 
No. 5.—Erection of 20 houses at King’s-road, Alders 
for the a Council. Borough Surveyor, Munici 
Buildings, Aldershot. ——_ 22 2s. 
are 6.—Campéen.—H ovsss—In the 

mington, Erringto ping Campden, 

Marsh, Mickleton, and Quinton for R.D.C. BE. H. 
Earp, architect, Arrow, near Alcester. Deposit £1 1s. 


APRIL 6.—Clutton.—Hovses. 
Timsbury, for the R.D.C. Mr. 
Council 


houses at 
Hawker, architect, 
uses, Temple Cloud. D2posit £2 2s. 
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APRIL 6.—Clutton.— HOvsEs.—Ten additional houses 
at Stanton Drew, for the R.D.C. Mr. Hawker, archi- 
tect, Council Houses, Temple Cloud. Deposit £2 2s. 

APRIL 6.—Dittisham (near Dartmouth).—WaLL.— 
Building of a churchyard wall, 50 yds. in length, for 
the Parochial Church Council. Rector. 

APRIL 6.—Feathersione (Yorkshire). — HovussEs. — 
Tenders for all trades in connection with the proposed 
erection of the second section of 50 houses on the 
Streethouse housing site, for the U.D.C. muel 
Chesney, A.R.I.B.A., Architect to the Council, Council 
Offices, Featherstone. Deposit 2 guineas. 

APRIL 6.—Newton Abbot.—HovusEs.—Six houses at 
Ogwell, for the R.D.C. B. H. Palmer, L.R.1.B.A., 11, 
Union-street. 

April, 6.—Oxted.—Hovses.—Erection of twenty- 
two (16 class “A” and 6 class “B’”’), at Maple- 
road site, Whyteleafe, and erection of 12 houses 
(class “A **), at Westmore Green site, Tatsfield, for 
the Godstone R.D.C. Sydney F. Evershed, L.R.I.B.A., 
Lioyds’ Bank Chambers, Oxted. Deposit 3 guineas. 

APRIL 6.—Rugby.—CoOTTAGES.—Sixteen non-parlour 
type cottages, for the R.D.C. J. E. Weeks, surveyor 
and architect, Temple-street, Rugby. Deposit £2 2s. 

APRIL 6.—Worksop.—HovusEs.—Shop and house at 
Manton, near Worksop, and shop and five houses at 
New Ollerton, for the Co-operative Society Ltd. 
J : Haslam, architect, Ryton Chambers, Bridge- 
place. 

APRIL 7.—Bakewell.—HOvusES.—Twelve houses, in 
Cemetery-road, for the U.D.C. W. G. F. Kingston, 
surveyor, Market Hall. Deposit £2 2s. 

* APRIL Birkenhead. HovsiInG.—Erection of 
200 subsidy houses in concrete, brickwork, or concrete 
and brickwork, on the Tranmere Hall estate, for the 
Corporation. Charles Brownridge, M.Inst.C.E., 
Borough Engineer and Surveyor, Town Hall. De- 
posit £2 2s. 

* APRIL 7.—Canvey Island, Essex.—A DDITIONS.—To 
the elementary school, for the County E.C. County 
Architect, Springfield Old Court, Chelmsford. Deposit 
£1 1s, to F. H. Owers, F.S.A.A., County Accountant, 
Duke-street, Chelmsford. 

APRIL 7.—Chatham.—HovsEs.—Erection of 67 at 
Holcombe-road, Palmerston-road and Symons-avenue, 
for the T.C. Borough Surveyor’s Office, Town Hall, 
Chatham. Deposit +2 2s. to the Borough Treasurer. 

APRIL 7. (Surrey).—HovusrEs.—Erection 
of 18 houses (being the first portion of a suggested 
scheme for 100 houses) at Pooley Green-road, for the 
U.D.C. Council’s Building Surveyor’s Office, 155, 
High-street, Egham. Deposit £2 2s. 

APRIL 7.—Hemsworth.—CoTTaGEs.—Two cottages 
at the Brunswick Sewage Works, for the R.D.C. 
W. T. Lynam, surveyor, Market-chambers. 

APRIL 7.— gate.—ALTERATIONS AND EXTEN- 
sIOns.—To the Town Hall, Southwood-lane, and for 
alterations at the Fire Station buildings, North-road, 
for the Borough Council of Hornsey. E. J. Lovegrove, 
a Engineer, and Surveyor, Town Hall, High- 
gate, N.6. 

APRIL 7.—Kirkburton.—PAINTIN G.—Outside painting 
of several buildings at the Storthes Hall Mental Hos- 
pital, for the West Riding C.C. W. E. H. Burton, 
architect and engineer, Mental Hospital Board Offices, 
Wakefield. 

APRIL 7.—Leeds.—PAINTING.—Painting and cieaning 
at the Infectious Diseases Hospital, Seacroit, and the 
Tuberculosis Sanatorium, Killingbeck, for the T.C. 
T. Thornton, Town Clerk. 

APRIL 7.—Letchworth.—Hovses.—Construction of 
68 at Hillbrow, for the U.D.C., in various groups. 
The Clerk, Council Offices, Broadway Chambers, 
Letchworth. Deposit £2 2s. 

APRIL 7.—Richmond (Surrey).—CoTTaGEs.—Four 
cottages in Dudley-road, for the T.C. Borough engi- 
neer and Surveyor. Deposit £1 1s. 

APRIL 7.—Uckfield.—HOvusES.—Twelve non-parlour 
type house, in Selby-road, for the U.D.C. A. Hollis, 
surveyor, Mountfield Lodge, New Town. Deposit 
£1 Is. 

APRIL 7.—Winchester.—CoTTaGEs.—Owslebury 6, 
Sparsholt 8, Twyford 6, Wonston 8, for the R.D.C. 

aynes Johnson « Ebbs, architects, 954, High- 
street. Deposit 41 1s. 

APRIL 8.—Ashby-de-la-Zouch.—HovUSsES.—Twelve 
houses on a site situate off Smisby-road, for the U.D.C. 
McCarthy, Collings « Co., architects, Central Chambers, 
Coalville. Deposit £2 2s. 

APRIL 8.— x.—TELEPHONE EXCHANGE.—Erec- 
tion of at Thorpe oy Rm Southend-on-Sea, for the 
Commissioners of His Majesty’s Office of Works. Con- 
tracts Branch, King Charles-street, London, 8.W.1. 
Deposit £1 1s. (cheques payable to the Commissioners). 

APRIL 8.—lIreland.—RESTORATION.—Of Farnaght 
ex-R.LC. barracks, Co. Leitrim, and Rathowen €x- 
R.LC. barracks, Co. Westmeath, and Portmagee 
(erection of new barrack), Co. Kerry, for the Commis- 
sioners of Public Works. J. J. Healy, Secretary, 
Oifig Oibreach Puibli (Office of Public Works), Baile 
Atha Cliath, Dublin. Deposit £1 each. 

APRIL 8.—Leeds —TELEPiONE EXCHANGE.— 
Erection of, at Armicy, for the Commissioners of His 
Majesty’s Office of Works. Contracts Branch, King 
Charles-street, London, 8.W.1. Deposit £1 15. 
(cheques payable to the Commissioners). 

APRIL 8.—Merthyr Tydfil.—Hovses.—Construction 
of roads and sewers at Aberfan ; erection of 58 houses 
at Aberfan; construction of roads and sewers at 
Gellyfaelog, Merthyr; and erection of 56 houses at 
Gellyfaelog, Merthyr, for the C.B. Borough Architect. 
De it £2 2s. : 

PRIL 9.—Gloucester—EMPLOYMENT EXCHANGE. 
—Erection ot new Exchange at Strand, for the Com- 
missioners of His Majesty’s Office of Works. Contracts 
Branch, King Charles-street, London, 8.W.1. Deposit 
£1 Is. a pend, payable to the Co - ag a —- 

APRIL 10. beryst wyth.—_ HovusEs.—Two Ses i 
for the R.D.C. J. Lewis-Evans, archit¢ct, 

e te-street. 

APRIL Or Onetled lord.— DEcoRATING.—Painting and 
redecorating the interior of the Picture House, Station- 
road. Secretary. 
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Apri, 10. —Findochty.— ExTENSION.—Construction 
of mass concrete jetty, mass and reinforced concrete 
ois and relative works, for the T.C. Henderson « 
Nicol, chartered civil engineers. 21, Bridge-street, 
‘Aberdeen. Deposit £2 2s. 

APRIL ‘2 —Halifax.— HovussEs. —For (a) 40 houses, 
Boothtown, and (b) 40 houses, Nursery-lane, for the 
CB. P. Saunders, Town Clerk. Deposit £2 2s. 

wt 12.—Irvine.—HOvUSES.—For (1) 15 blocks 
ur houses of two apartments, and (2) 10 
plocks each _of four houses of three apartments, for 
the T.C. R. Frew, architect, 3, High-street. De- 


1 Is. 
vor ral 12.—Rotherham, — Houses.—Thrybergh, 50 
houses; Ravenfield, 50 houses; Dalton, 40 houses; 
Cateliffe, 10 houses. Brampton Bierlow, 50 houses ; 


each of f 


Bramley, 40 houses ; Wickerley, 20 houses; Thur- 
croft, 50 houses, for the R.D.C. Oxley & Coward, 
. Deposit 42 2s. 


Clerks, Grove-road, Moorgate. 
12.—Mirfield.—HOvsES.—Thirty-one houses 
m the Granny-lane site, for the U.D.C. E. Gill. 


it £1 
i Co 12.—Salford.—MorTvuARY.—Erection of a 
new mortuary at the Union Infirmary, Stott-lane, 
Pendleton, for the Guardians of the Union. E. H. 
Inchley, Clerk, Poor Law Offices, Eccles New-road, 
Salford. Deposit £2 2s. 

ApRIL 12.—Swansea.—Hovuses.—Thirty at Gor- 
seinon, 20 at Gowerton, 20 at Loughor, 20 at Pontar- 
dulais, 10 at Penllergaer, for the R.D.C. J. Teifion J. 
Williams, Lic. R.I.B.A., 3, Temple-buildings, Goat- 
street. Deposit £2 2s. 

Dave IN PARTICULARS.—Liverpool.—HOUSES.— 
Offers from contractors to build houses in lots of 25 
to 1,000 on the various housing estates, fot the City 
Housing Committee. Housing Office, Municipal Build- 

, Dale-street. Deposit £1 1s. 

*xNo Date. — Blaydon-on-Tyne. — FIREPLACES, 
KrmwsEN RANGES, BATHS AND HARDWARE.—Supply of, 
for the housing scheme, Bleach Green, for the U.D.C. 
H. Braun, Housing Superintendent, Council Offices, 
Blaydon. 

No Dare.—Cardiff.—Hovuse.—A residence and 
garage at Lake-road East, for Mrs. M. J. James. 
Cook & Edwards, L.L.R.I.B.A., architects, 22, Dun- 
raven-place, Bridgend. Deposit 42 2s. 

No Date.—Dublin.—BvIL. ING.—Taking down and 
rebuilding premises, 13 and 14, Chancery-street, 
Dublin, for W. J. O'Hare. J.J. Robinson, F.R.1.A.L., 
and R. C. Keefe, M.R.IL.A.L., 8, Merrion-square, N. 
Deposit £2 2s. 

No Date.—East Barnet.—HovseEs.—Erection of 
54on the Welbeck Estate Development, for the U.D.C. 
Henry York, A.M.I.C.E., F.S.I., Engineer and Sur- 
veyor, Council Offices, Station-road, New Barnet. 


= £1 Is. 

0 Date.—Farsley.— Hovusks.—Twenty-six parlour 
houses and 34 scullery houses on the Croft-street 
estate, ror the U.D.C. E. Bray, architect, 113, Town- 
street, Stanningley. 

*NoO DaTEeE.—Grantham.—HovsEs.—Erection of 
30, in brick, concrete, or other material, in pairs and 
blocks of four, for the Corporation. Gilbert A. Ballard, 
0.B.E., A.M.Inst.C.E., Borough Surveyor, Guildhall, 
Grantham. Deposit £5 5s. 

No Date.—Johnstone.—Hovses.—For (1) one four- 
house block of three apartments, at Millar-street ; 
(2) nine four-house blocks of two and three apart- 
ments, at Floors-street, for the T.C. Kerr & Watson, 
architects. 

No Darr.—Leeds.—PAaInTING.—Painting and re- 
decorating of the interior of the Concert Room at the 
Rowland-road W.M. Club and Institute, Leeds. Secre- 
tary or Steward. 


No Dare.—Salford.—Batas.—Public washhouse 
and slipper baths, for the C.B. C. Swain, architect, 
12, Exchange-street, Manchester. Deposit £2 2s. 


MATERIALS, ete. 


MARCH 29.—Bromley.—MATERIALS.—For (1) abou 
80,000 gallons of dehydrated tar; (2) about 20,000 
gallons of spraphalte or other bituminous compound ; 
(3) about 20,000 gallons of bituminous compound and 
(4) about 2,750 yds. cube of clean coarse pit sand, for 
the R.D.C. L. J. Small, engineer and surveyor. 

MARCH 29.—Milnrow.—MATERIALS.—Granite setts, 
git setts, granite macadam, granite and limestone 
chippings, tar macadam, slag and limestone), limestone 
racking cubes, flags and kerbs (natural stone), sanitary 
pipes, for the U.D.C. A. 8. Whipp, surveyor. 

»Mlikow 20.—Rainford.—MATERIALS.—Tarmacadam, 
2} in., 14 in., and } in. ; granite, 2 in. and ,;, in., or 
‘it. and dust ; chippings, : in. and } in. ; refined tar 
Soo bituminous mixtures, for the U.D.C. G. Walker, 


Marou 29.—Rochford,—MATERIALS.—Hoggin, sand, 
— for the R.D.C. A.C. Madge, surveyor, 
3 1. 
: sane 20.—Thame.—MATERIALS.—Broken granite 
Y - chippings, tarmacadam, and tar for surface 
ressing, for the U.D.C. J. T. Robinson surveyor. 


da Od 29.—Wilmslow.—MATERIALS.—Tarred Maca- 
m, tarred slag, granite chippings, concrete flags, 


tarred limestone ‘ 

surveyor. ne, for the U.D.C. A. S. Cartwright, 
wae ).—Barnard Castle.—MATERIALS.—Stone 
Serveyon ne’ for the R.D.C. L. Simpson, District 


tontheHt 30.—Granbrook.—MATERIALS.—For (1) 680 
of . broken Penmaenmawr granite, and (2) 800 yds. 
unbroken Kent ragstone, 1,170 yds. of broken Kent 


Tagstone, and 370 yds. of rag border stone 

RDO. Clarke, clerk. g one, for the 
(conenot, 30-—Crewe.—MATERIALS.—Paving flags 
toad mw), broken granite macadam, tar macadam, 
Sngin Lor the T.C. E. G. Timbrell, Borough 


er a Surveyor. 
H 30.—Dover.—-MaTERIALS.— ne, for the 
R.D.C. C. Dacre Carder, Clerk. enapenn, Sie Gt 
stone and ae, r- MaTERIALS.— Broken lime- 
chip 8, for e Dc. f a oer 

and Surveyor, Council Offices, Hengoed. 


%&K THE BUILDER * 


Maron 30.—Hemel Hempsted.—MATERIALS.—Tar- 
macadam, broken granite, Portland cement, bituminous 
compounds and tar, for the T.C. A. Murray-Smith, 
Borough Surveyor. 

Marcu 380.—Liverpool.—MATERIALS.—2,000 tons 
of Jersey gravel, for the T.C. Land Steward and 
Surveyor. 

Marcon 30.—Maesteg.—MATERIALS.—Paints and 
varnishes, galvanised tubes and sheets, stoneware 
pipes, iron castings, bricks, stone kerb and channelling, 

ituminous tar mixture for tar macadam, lime, mortar, 
for the U.D.C. J. Harpur, Surveyor. 

Marca  30.—Pembroke.—MATERIALS.—Greenstone 
and macadam 2 in., 1 in., and 4 in. chips and dust, 
for the U.D.C. Surveyor, Town Hall, Ballsbridge, 
Co. Dublin. 

Maron 30.—Rhoendda.—MATERIALS.—White lump 
lime, acid, fire bricks, and retorts, silica bricks, «c., 
for the U.D.C. O. Thomas, engineer and manager, 
Gas and Water Offices, Pentre. 

MARCH 30.—Wocdbridge.—GRANITE.—500 tons of 
broken granite, 2 in. gauge, for the U.D.C. A ©. 
Whisstock, surveyor. 

MAROH 31.—Hoylake and West Kirby.—MATERIALS. 
—Macadam, chippings, Portland cement, stoneware 
sewer pipes, cement concrete flags, for the U.D.C. 
Engineer and surveyor. 

APRIL 1.—Gravesend.—MATERIALS.—Granite, slag, 
Thames ballast, Kentish ragstone chippings, for the 
T.C. F. T. Grant, Borough Engineer and Surveyor. 

APRIL 5.—Ticehurst.—MATERIALS.—2,400 tons of 
broken granite (British), or similar material; about 
2,400 tons of broken Kentish ragstone; and about 
1,200 yds. of broken Sevenoaks stone, for the R.D.C. 
F. Laurens, surveyor, Western-road, Wadhurst. 

APRIL 6.—Argentina.—MATERIALS.—Sanitary ware 
for military barracks and hospitals, for the Commercial 


Secretary of the Ministry of War. Department of 
Overseas Trade, 35, Old Queen-gtreet, London, 8.W. 1. 
APRIL 6.—Maldcn.—MATERIALS.—Refined tar or 


bituminous compound, tarred slag, dry slag, and 
Kentish flints, for the T.C. Borough Engineer. 

APRIL 6.—Wycombe.—FLINTS.—Good hard, hand- 
picked field filints, for the R.D.C. A. L. Grant, High- 
way Surveyor, 15, High-street, High Wycombe. 

ApriIt, 7.—Dublin.—BLooKs.—50,000 4in. by 9 in. 
creosoted Swedish deal paving blocks, for the C.B. 
J. J. Murphy, Town Clerk. 

APRIL 10.—Glasgow.—MATERIALS.—Cast-iron pipes 
&c., cast-iron castings, crushed granite, lime an 
cement, malleable iron and steel bars, &c., paints, 
repair of —_——_ pavement, steel files, timber, &e., 
for the T.C. General Manager, Gas Department, 
30, John-street. 


ENGINEERING, IRON AND STEEL. 


APRIL 3.—Blyth.—BriIpGE.—Reconstruction of 
Bedlington Bridge, for the T.C. L. Leeper, Borough 
Engineer. 

APRIL 5.—Dundee.—STEELWORK.—Steel and iron- 
work in widening the Esplanade-road Bridge, for the 
T.C. G. Baxter, City Engineer, 91, Commercial- 
street. 

APRIL 16.—Thorne.—BRrIDGE.—Steel swing bridge 
to carry the Bawtry and Selby main road over the 
Stainforth and Keadby Canal, for the West Riding 
C.C. Surveyor, County Hall, Wakefield. Deposit £5. 


ROAD, SEWERAGE, AND WATER 
WORKS. 


Marcu 29.—Bromley.—FENCING.—Provision and 
erection of fences at (1) Station-road, West Wickham, 
340 yds.; (2) Chelsfield-lane, Orpington, 720 yds. ; 
37 yds. close boarded oak fence, for the R.D.C. L. J. 
Small, A.M.I.C.E., surveyor. 

MAROH 29.—Dublin.— KERBIN G.—Laying of approxi 
mately 6,700 lineal yards of concrete kerbing on the 
Dublin-Naas road between Inchicore Canal Bridge and 
Newlands Cross Roads, Clondalkin, for the C.C. 
County Surveyor, 11, Parnell-square. Deposit £1 1s. 

Marcu 29.—Felixstowe.—SEWER.—Construction of 
a sea outfall sewer, 12 in. diameter and 730 yd. long, 
for the U.D.C. . Clegg, engineer and surveyor. 
Deposit £3 3s. 

MARCH 29.—Hove.—KERBING.—Providing and lay- 
ing granite kerbing and channelling, concrete founda- 
tion for carriageway, gravel footpaths, and other works 
in connection therewith in Kingsway between Tennis- 
road and the western boundary of the Borough, for 
the T.C. Borough Surveyor. 

Marou 29.—Lichfield.—PatTHs.—Drains, fences, and 
paths of fourteen non-parlour houses in Hobshole-lane, 
eff Trent Valley-road, for the T.C. P. A. Benn, City 
Surveyor. Deposit £2 2s. 

Maron 29.—Liverpool.—PirEs.—44 miles of 42 in. 
pipes, together with a number of specials of the follow- 
ng alternative descriptions: (a) cast-iron pipes lined 
with cement mortar, and (6) steel pipes lined wish 
bitumen, for the T.C. Water Engineer’s Office, Alex- 
andra-buildings, 55, Dale-street. Deposit £5 6s. 

Marcu 29.—Pontefract.—REPAIRS.—Street work, 
in Beechwood-avenue, for the T.C. Borough Engineer 
Deposit £2 2s. 

Marouw 29.—Rochester.—SEWERS.—For stoneware 
pipe sewers and other relative works. The works 
comprise the laying of 392 lin. yds, 6 in. sewers, 7,148 
lin. yds. 7 in. sewers, 3,735 lin. yds. 9 in. sewers, 998 
lin. yds. 12in. sewers, 634 lin. yds. 15in. sewers, 
250 lin. yds. 18in. sewers, for the T.C. W. Law, 
surveyor and engineer. Deposit £5 5s. 

Marcu 29.— Wood Green. — IMPROVEMENTS. — To 
Arcadian-gardens, Sylvan-avenue, Blake-road, and 
Grosvenor-road, or the U.D.C. C. H. Croxtord, 
engineer and surveyor. Deposit £1 1s. 

Maroa 30.—Barnoldswick.—RECONSTRUOTION.—Of 
the carriageways and footways in part of Wellhouse- 
road and part of Philip-street, for the U.D.C. W. 
Ellis, surveyor. Deposit £1 1s. 
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Maron 30.—Cannock.—SEWER.—Construction of an 
intercepting sewer, approximately 1} miles in length, 
ranging from 36 in. to 12 in. diameter, together with 
manholes and other con nt works, for the R.D.C. 


A. H. 8S. Waters, 68, Temple-row, Birmingham. 
Deposit £5. 

on 30. — Cardiff.— ROADS AND SEWERS.— 
Proposed on the Heolddu housing site, Bargoed and 


Graig housing site, Hengoed, for the Gellygaer U.D.C. 

Jones Williams, L.R.I.B.A., architect, Council 
= Hengoed, Cardiff. Deposit £1 1s. for each 
site. 

Maron 30.—Ealing.—IMPROVEMENTS.—Of Hanger- 
lane, from Hanger Hill Park to Western-avenue, for the 

©. W.R. Hicks, Borough Engineer. Deposit £1 1s. 

MaRcH 30.—Gellygaer.—R0OA18.—Roads and sewers 
on various sites, for the U.D.C. P. Jones Williams, 
L.R.1.B.A., architect. Deposit £1 1s. 

MARCH 30.—Gosport.—MAKING-UP.—Of Battenburg- 
road, Freemantle-road, St. Edwards-road, and Cam- 
bridge-road (part of), for the T.C. E. J. Goodacre, 
Borough E eer and Surveyor, Deposit £2 2s. 

MARCH 30.—Londcn.—Roaps.—For (a) constructing 
a reinforced concrete foundation in St. Paul’s-road 
between Northampton Park and Essex-road, about 
4,500 yds. super, and paving part of such carriageway 
with creosoted deal blocks, about 900 yds. super ; 
(6) paving with asphalt the carriageway of St. Paul’s- 
road between Clephane-road and Essex-road, about 
3,600 yds. super, and the carriageway of Blackstock- 
road between Brownswood-road and Gillespie-road, 
about 1,450 yds. super; and (c) supplying and deliver- 
ing castings and other ironwork, for the Islington 
a eo Engineer, Municipal Buildings, Upper- 
street, N.1. 

Marcu 30.—Wanstead.—MakING-UP.—Of Overton- 
drive, for the U.D.C. Engineer and Surveyor. 

Marcu 31.—Galathiels.—R0oaI 8.-—Private roads at 
Hillside Creamery. Manager, Galashiels United Co- 
operative Society, Ltd. 2 

MAROH 31.—Portstewart.—ROAp.—Road_construc- 
tion, maintenance, and tar-spraying, for the U.D.C. 
D. RB. M'Ilreavy, C.E., Town Surveyor. 

MARCH $1.—Salcombe.—MAKING-UP.—Of (1) Her- 
bert-road, (2) Bonaventure-road, and (8) Acland-road, 
Salcombe, for the U.D.C. J. G. Howard, M.C., Sur- 
veyor. Deposit £2 2s. 

RCH 31.—Spalding.—SEWERS.—12,700 lineal yards 
of 12 in., 9 in., and 6 in. stoneware pipe sewers and 660 
tons of 3in. to 16in. cast-iron ris mains, and the 
construction of pump wells, game g stations and 


sewage disposal works, for the Cc. F. Murphy, 
engineer, Lloyds Bank-chambers, Morpeth. 
APRIL 1.—Hampton.—SEWERS.—Construction of 


soil and surface water sewers at Mark Hole-lane and 
parts of Holly Bush-lane, Priory-road, and Broad- 
lane, Hampton, and road works at Mark Hole-lane, for 
the U.D.C. 8S. H. Chambers, surveyor. 

APRIL 2.— Cowdenbeath.— FrENcING.—For (1) 
wrought-iron railings and gates, (2) stob and wire 
fencing, for the T.C. C, A, Alexander, Burgh 
Surveyor, Deposit £1 1s. 

APRIL 3.—Northamptonshire.—WIDENING.—Widen- 
ing asphalt surfacing, d4c., on the Birmingham- 
Ipswich main road, Section No. 1, for the C.C. KE. A. 
Black, County Surveyor, County Hall, Northampton. 


Deposit £25. 

APRIL 6. ord. — MAKING-UP. — Making-up, 
paving, channelling, &c., the Connaught-avenue an 
The Drive, for the UDO W.R.W kins, surveyor. 
Deposit £2 2s. 

APRIL 7.—Lichfield.—SEWERS.—Providing and laying 
about 2,000 yds. of 9 in. diameter, and 300 yds. of 
12 in. diameter stoneware pipe sewers, together with 
manholes, ventilating shalts, and other incidental 
works, for the T.C. P. A. Benn, engineer and sur- 
veyor. Deposit £3 3s. 

APRIL 7. — Walthamstow. — SEWER. Con- 
struction of about a mile of cast-iron and brick 
outfall sewer, 4 ft. internal diameter, for the U.D.C. 
Engineer’s Office, Town Hall, Walthams ow, BH. 17. 
Deposit £5 5s. 

0 DATE.—Crediton.—PipEs.—Laying water pipe 
in the ground at Crediton for Devon County Show. 
BR. J. Stoyle, hon. secretary, Crediton. 

No DAtTE.—Dunfermline.—WIpENING.—For (1) ex- 
cavator and reinforced concrete works and retaining 
and boundary walls, ac.; (2) supplying and laying 
6,500 superficial yards of bit ous or asphaltic 
carpet on a 6in. reinforced concrete foundation ; and 
(3) stob and wire boundary fencing in connection with 
the widening of the second portion of the Halbeath- 
road, forthe T.C. Burgh Engineer. Deposit £2 2s. 


competitions. 
(See Competition News page 508.) 


Huction Sales, Tenders, ete. 


* MARCH 30.—Bexleyheath.—Relph, Sons «& Salis- 
bury will sell, at the ‘ Lord re Hotel, Bexley- 
heath, freehold building estate of 98 acres, known as 
Brampton estate. Auctioneers, 102 Broadway 
Bexleyheath. . 

* oH 30.—London, S.W.—Veryard & Yates 
will sell, at 255, Clapham-road, 8.W., assorted stock 
of timber, fittings, and build materials. Auc- 
tioneers, 365, Norwood-road, 8.K. 27. 

MAROon 30.—Sussex.—Bradiey « Vaughan will sell, 
by order of the Executive of the late Mr. F. T. Awcock 
at the Station Hotel, Haywards Heath, cottage situated 
at The Common Bolney, and the brick and timber- 
built buildings ; included in the sale will be the goodwill 
of the builder’s and undertaker’s business. Vacant 

- nm. Auctioneers, Boltro Chambers, Haywards 
eath. 
MARCH 31.—South Norwood.—Chesterton & Sons 
sell at The Elms, Whitehorse-lane, South Norwood, 
building materials arising from the demolition of the 
—s re outbuildings. Auctioneers, 79, Queen- 
street, E.C.4. 
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* Marci 31.—-Sussex.—Veryard & Yates will sell’ 
at “ The White Hart” Hotel, Crawley, useful timber 
and building materials. Auctioneers, $65, Norwood- 
road, 8.E. 27. 

* APRIL 6.—Shepshed.—-The Council invite offers 
for their horse-drawn steam fire engine with suction 
hose, canvas dam, pole, lamps, dc. Michael Smith, 
Clerk to the Council, Shepshed, Lincolnshire. 

*xAPRIL 8.— ton-upon-Thames.—The Cor- 
poration invite tenders for the purchase of approxi- 
mately 128 ft. of ornamental cast-iron fencing with its 
base, with stone and brick piers, and with one single 
gate and one pair of carriage gates to ground level, 
excluding underground pee A cata standing in front 
of St. Peter’s Church. Harold A. Winser, Town Clerk, 
Municipal Offices. 

APRIL 13.—Iiford.—Henry Butcher & Co. will 
sell, at Ilford Hill Works, contractor’s plant and 
& 64, Chancery-lane, 


APRIL 14.—Londen.—Knight, Frank & Rutley 
will sell, by order of Capt. J. Bell White, R.N.R., at 
the Auctioneers’ Estate Room, the freehold residential, 
sporting, and agricultural estate, Alderbourne Manor, 

ucks; also Alderbourne Farm. The whole extends 
to about 414 acres. Auctioneers, 20, Hanover-square, 
London, W.1. 

APRIL 15.—Uxbridge.—Baker, Cooke & Standen 
will sell, at “ The Chequers” Hotel, Uxbridge, free- 
hold building sites in o~ of } to 20 acres, at Ickenham, 
a further portion of Swakeley’s estate, extending to 
about 78 acres. Actioneers, 11, Southampton-row, 
W.C.1, and 62, High-street, Uxbridge. 

* APRIL 20.—Londcn, E.—Fuller, Horsey & Co. will 
sell in lots, by order of Perry & Co. (Bow), Ltd., clear- 
ance sale owing to expiration of lease, at the Tredegar 
Works, Bow, E., builders’ and contractors’ plant and 
material. Auctioneers, 11, Billiter-equare, E.C.3. 

APRIL 20.—Stamiord:—Perry «& Phillips will 
sell the whole of the interior and exterior fixtures and 
fittings, previous to the demolition of Ketton Hall. 
After the sale, the fabric of the mansion will be sold, 
for demolition. Also desirable building plots will be 
offered for sale. Auctioneers, Bridgnorth. 

APRIL 27. Hants.—Hampton « 
Sons will sell, at the St. James’s Estate Rooms, 20, 
St. James’s-square, 8.W.1, freehold building lands, 
for art of the Farnborough Hill Estate, Farn- 
borough,Hants, important road frontages, woodlands 
and pasture lands, superior cottage, in all extending 
fo areut 87 acres. Auctioneers, 20, St. James’s-square, 


machinery. Auctioneers, 63 
W.C. 2. 


Public Appointments. 


Maron 29.—Bedford.—Architectural and Town- 
Planning Assistant required by the Borough 
Council, in the Borough Engineer and Surveyor’s 
Department. N. Gree elds, A.M.Inst.C.E., Borough 
Bngt ~— and Surveyor, Newnham House, Horne-lane, 

daiord. 

Maron 31.—Wakefield.—Two Temporary Cler«s 
of Works (one tor Rotherham and district, and one 
for Wakefield), required in the County Architect’s 
Department, by the West Riding of Yorkshire C.C. 
Percy O. Platts, A.R.I.B.A., County Architect, County 
Hall, Wakefield. 

* APRIL 1.—Birmingham.—CLERK OF WORKS.— 
Required by the City Education Committee to super- 
intend the erection of new school buildings; the 
appointment will be temporary. P. D. Innes, Chief 
Education Officer, Margaret-street, Birmingham. 

* APRIL 3.—London, S.W.—Visiting Teacher of 
Mathematics for three half-days weekly required by 
the L.C.C. at the School of Building, Ferndale-road, 
Brixton. Education Officer (T.1A), The County 
Hall, Westminster Bridge, S.E.1. (stamped addressed 
oolscap envelope necessary). 

Aree 3.—London, S.W.—(1) A Visiting’ Instructor 
in pplied Art for six half-days weekly. (2) A Visiting 
Teacher of, Practicalj Brickwork for seven half-days 
weekly required by the L.C.C. Education Officer 
(T.1A), The County Hall, Westminster Bridge, 8.E.1. 
(stamped addressed foolscap envelope necessary). 

APRIL 3.— Stafford.— Town - Pla Assistant 
warree 1% the Borough Council. W. Plant, 
A.M. Inst.C.E., F.S.1., Borough Hall, Stafford. 

* APRIL 6.—Eastbourne.—CLERK OF WORKS 
during the erection) required by the Guardians of the 

astbourne Union in connection with the erection of 
the new infirmary block, additions to nurses’ block, &c. 
A. Hurst, Clerk to the Guardians, Guardians’ Office, 
Avenue House, Eastbourne. 

APRIL 9. TEMPORARY JUNIOR 
AROHITROTURAL ASSISTANT.—Required by the County 
Borough Council in the Borough Engineer’s Depart- 
ment. R. R. Linthorne, Town Clerk, Municipai 
Offices, Southampton. 

* APRIL 10.—Windermere.—Temporary Architec- 
tural Assistant required by the U.D.C., to act under 
the direction of the Surveyor. F. Carlisle Needham, 
Engineer and Surveyor, Council Offices, Broad-street 
Windermere. 

* No Date.—Kenya.—Foremen (two) required by 
the Government of Kenya for the Public Works Depart- 
ment for a tour of twenty to thirty months’ residential 
service, with ble extension. Apply at once, 
Crown Agents for the Colonies, 4, Milbank, West- 
minster, 5.W.1, quoting M/14390. 

* No DatTEeE.— .—Senior Overseer required by 
the Government of Kenya for the Public Works Depart- 
ment for a tour of twenty to thirty months’ service, 
with possible extension. Crown ts for the 
Colonies, 4, Millbank, Westminster, 3.W.1, quoting 


M/14387. 

* NO DATE.—Nigeria.—Foreman of Works required 
by the Government of Nigeria for the Public Works 
De ment for two tours of twelve to eighteen months, 
wi bie extension. Apply at once, Crown ts 
for the Colonies, 4, Millbank, Westminster, 8.W.1, 
quoting M/14407/10. 
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PROPOSED NEW BUILDINGS & OTHER WORKS 


in these lists care is taken to ensure the accuracy of the mformation given, but it may ogg 


sionally happen that, owing to 
before plans are finally approved 


owners taking 
by the local authorities, “ 
publication have been actually commenced. Abbreviations: T. 


the responsibility of commencing wor 
works at the time 


or Town Council; U.D.C. fy 


Urban District Council; R.D.C. for Rural District Council ; E.C. for Education Committee : B.G. fg 


Board of Guardians ; 
M.A.B. for Metropolitan Asylums Board ; 


AYLESBURY.—The Borough Engineer and Surveyor 
has submitted proposals for the extension of the fire 
station, to house the whole of the Fire Brigade appli- 
ances and equipment, and to make provision for a 
meeting-room and lavatory, at an estimated cost of 
£700. This scheme has been approved by the T.C. 

BARNSLEY.—The Borough Engineer is to prepare a 
layout of the 26 acres at Bunkers-hill estate for a public 
abattoir, cattle market, and refuse tip. The Markets 
Committee are to consider the conversion of the market 
stall shed into a covered market. Tenders are to be 
invited for the erection of two-bedroomed houses on 
the Pontefract-road site. The Corporation are nego- 
tiating for the Grange farm, of 73 acres, for a housing 
scheme. The Borough Engineer has prepared plans 
for new conveniences at Kendray Hospital. 

BENTLEY-WITA-ARKSEY.—The West Riding C.C. 
recommend that the Highways Committee be 
authorised tc expend a sum of £2,230 in addition to 
the sum of £91,100. previously approved in recon- 
structing the Doncaster and Tadcaster main road and 
Lady Pitts Bridge and Flood Arches. 

BEx+ILL.—The Corporation are to allocate land on 
the Burnt House Farm for housing and other purposes. 

BLACKRURN.—The R.D.C. has , ?. of plans for 
the erection of a mortuary at the Wilpshire Police 
station, at an estimated cost of £250. 

BLACKPOOL.—The Estates Committee of the Cor- 

ration are making provision for the erection of a 
urther 500 municipal houses.—The B.E. has approved 
the preliminary plans, prepared by the rough 
Engineer, for the erection of Abbey-road school. 

BLACKROD.—The M.H. has approved the U.D.C.’s 
scheme for the proposed erection of 12 more houses. 

BLAYDON.—The U.D.C. is seeking permission from 
the M.H. to erect 90 houses at Blaydon, 50 at Chopwell, 
and 40 at Highfield. 

BottTon.—The Corporation are to erect a tramway 
shelter at Chorley Old-road.—Sanction has been given 
to borrow £28,000 for the erection of flats at Union- 
road.—The members of the Daubhill Wesleyan 
Church are proposing to build new additions for 
Sunday School purposes, estimated to cost £3,500. 

BOURNEMOUTH.—The Corporation has decided to 
construct a wall of sacks of concrete to protect the 
eastern end of Boscombe promenade.—Tenders are 
to be obtained for the erection of conveniences at 
Lower Gardens and Poole-road.—Workshops are to 
be built, at a cost of about £1,500, at Meyrick Park. 
and tenders are to be invited.—The Borough Engineer 
is to prepare sketch plans for the reconstruction of the 
pavilion in Meyrick Park.—Detailed plans are to be 

repared for a grand stand and conveniences at 
eyrick Park, the cost being estimated at £3,000.— 
Plans are to be prepared for a pavilion at Knyveton 
Gardens.—aA site at Charminster is being selected for 
a branch library.—The Rev. G. Nicholson is seeking 
a site at Charminster for the erection of Roman Catholic 
schools.—The Libraries Committee are considering the 
eocemeat of the Winton branch library, at a cost 
650. 


BRADFOR D.—Plans have been prepared for the recon- 
struction ef the Royal Hotel, at Fagley, for J. Hey & 
Co., Ltd., in accordance with which plans tenders are 
to be invited for the various separate trades required. 
The architect is Mr. Wm. I orth, Sunbridge- 
road, Bradford.—The City Architect is to confer with 
the chief librarian as to the adoption of the open access 

. System at the central library. The shale on the 
site of the proposed new secondary school at Bolling 
Hall are to be removed at a cost of £750. In connec- 
tion with the pro d provision of public wash- 
houses a sub-committee are to inspect similar estab- 
lishments at Manchester and Oldham. 

BriguTon.—The Rev. Dr. R. J. Campbell, of Holy 
Trinity Church, Brighton, has a site immediately 
adjoining the main front of the church, and it is pro- 

d to erect there a hall to be called “‘ Robertson 
all.” This will cost at least £7,000. 

BURTON-ON-TRENT.—Sanction has been received for 
the Corporation's os widening scheme, which 
is to cost £38,270.—The Corporation has decided 
to erect 192 houses at H ow-lane. 

CaRpIFrF.—The City Council has decided to accept 
a tender of £27,400 for the whole of the = Fae a 
> + —~pgmee with the completion of Cardiff 1 

lege. 

CARLISLE.—The Corporation has obtained a site at 
Scotby for the erection of an electricity sub-station. 

CASTLEFORD.—The West Riding C.C. recommend 
that the Highways Committee spend £350 in widening 
-_ — the south-eastern approach of Castleford 


CATERHAM.—The U.D.C. passed plans: Forty-one 
house and bungalows, Buxton Park estate, for T. W. 
Stutchberry. 

CHESTERFIELD.—The Chesterfield and North Derby- 
shire Royal Hospital Committee are to consider a 
scheme for the enlargement of the institution by the 
addition of 50 more beds, with new operating theatres, 
kitchen, and staff accommodation. 

CaI0nESTER.—The Corporation has eqeteces pene 
for = a of another 50 houses on the Kingsham- 
road estate. 





© @ee alee eur List of Contracts, Competitions, ote. 


Labour 


B.C. for Borough Council; P.C. for Parish Council; M.H. for Ministry of 
Health : M.T for Ministry of Transport; C.B. for County Borough; B.E. for Board of Education 
and M.W.B. for Metropolitan Watér Board. 


CLITHEROE.—The T.C. are prospecting for further 
housing sites, and for a plot of land on which to builg 
a new fire station. 

CLUTTON.—Sanction has been received from the MR 
to the R.D.C. borrowing £15,712 for houses to} be 
erected at High Littleton, eight houses, £3,829; 
Publow, eight houses, £3,959, and at Timsbury, 1¢ 
houses, £7,924. 

CORNFOLME.—The West Riding C.C. recommeng 
the Highways Committee to be authorised to expend 
a sum of £6,000 in replacing with a solid web girder 
steel bridge the existing stone bridge which carries the 
line of the L.M. « 8. Rly. over the Todmorden ang 
Burnley main road. 

DARLINGTON.—The Corporation Streets Committee 
has approved plans for the erection of 50 houses ip 
different parts of the town.—The M.H. has held ap 
inquiry into the Corporation’s town-planning scheme. 

ERBY.—Provision of new baths, at a cost estimated 
at between £50,000 and £60,000, is being recom. 
mended to the T.C. by the Parks and Baths Com- 
mittee. 

DONCASTER.—The West Riding C.C. recommend the 
7 of £400 in carrying out repairs to New-road 

ridge. 

East HamM.—The Borough Engineer has submitted 
tenders for the renovation work at the Harts Sana- 
torium, and the sub-committee recommend that the 
Borough Engineer's tender, amounting to £514, for 
the external] re-decoration of the main building, laundry, 
kitchen block including dispensary and greenhouses, 
interior of main building, south lodge and gardener’s 
house, and the provision of a new w.c. for gardener’s 
house, and internal roof timbers, be accepted.—The 
C.B. are to proceed with corking the ironwork in the 
sanitary conveniences.—Plans passed: Sixteen houses, 
56-86, Sandford-road, for Herapath Bros. 

FiIreE.—The Fife Coal Co., Ltd., has decided to con- 
vert Blair Castle, Blairadam, into a convalescent home 
for miners. 

FOLKESTONE.—The Parks Committee has agreed to 
erect a pavilion on the Sports Ground for the Folkestone 

Bowls Club, at an estimated cost of £600, and applica- 
tion is to be made to the M.H. for sanction to borrow 
the money for the pavilion. Messrs. F. & H. Sutcliffe 
are the architects.—The Borough Engineer is to erect 
a convenience at the Sports Ground at a cost of £850. 

GLascow.—A boat-house, tea room, and shelter are 
to be erected at Hogganfield Loch, at a cost of about 
£7,000. The City Engineer is to prepare plans for 

ce office and housing accommodation at Tston. 
A site at Barrhead-road is recommended for the 
erection of a branch library for the Pollokshaws 
district. Taylor & Wilson are to erect 10 terraced 
houses in Balshagray-avenue, Jordanhill. The Western 
Heritable Co., Ltd., are to erect 100 houses at King’s 
Park, Mount Florida. Sites are to be obtained # 
Provan and Pollokshaws for the erection of 
welfare centres. A committee is to report as to the 

rovision of additional accommodation at Govan Tom 
all. The City Engineer is to prepare plans fot’ 
garage for 40 vehicles at Govan refuse works deps. 

e Housing Committee are acquiring 25 acres of the 
Germiston estate for housing purposes. A social 
—_ is to be erected on the Greenhead housing 
e » 

GLAZEBURY.—The vicar, the Rev. W. Bracechamp, 
and the parochial Council of All Saint’s Church, ate to 
oy ey with the pro d extensions and renovations 

the edifice at no distant date. 

GOOLE.—The West Riding E.C. recommend that 4 
low-pressure heating installation, together with 4 
boiler house, be provided at the Goole, Old Goole 
Council School, at an estimated cost of £1,000. 

HASTINGs.—The E.C. has decided to provide science 
laboratories at the St. Leonards and the Hastings 
central schools, at a cost of £950. 

HAWARDEN.—Mr. N. H. Gladstone, of Hawarden 
Castle, has presented to the Knutsford Test School 
the Rectory for a new Ordinants’ College. Extensions 
and alterations are to be made which will cost from 
£7,000 to £8,000. Messrs. Taylor & Young, architects, 
of Manchester. 

HEMSWORTH.—The Osgoldcross licensing authority 
has approved of plans and the granting of a full none 
for a house and premises to be erected at South Hiem 
ley-lane and Barnsley-road, Hemsworth, for the 
& Wakefield Brewery Co., Ltd., of MeHbourne Brewery 
Leeds. 


Hall Committee has 


HESLERTON.—The Village rection 


decided to obtain plans and estimates for the & 
of a new hall. 

HULL.—Corporation premises in Jameson-street — 
to be altered, at a cost of £950.—It is suggested | os 
concrete work should be undertaken at Wilber - 
warehouse, at a cost of £425.—A sum of £250 has 
allocated for alterations at the City Treasurer's d¢ ad 
ment.—Land has now been acquired for the extepsio® 
of Spring Bank to Willerby.—The E.C. has made ee 
vision for the erection of an open-air school, comple . - 
of Francis, Askew school, and.elementary schoo A... 
Rowley-grove, Westcott-street, and East Hull how 
estate. : ie 

Hunsworts (YorKS).—The Hunsworth Indepene™s 
Party propose to erect new club premises 

with plans a 


“accordance pproved by the U.D.C. 
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tyqueTON.—The West Riding C.C. recommend the 
ways Committee to spend £100 in carrying out 
ary repairs to the County Council’s house. 

Kgswick.—The U.D.C. has submitted the plans of 

the proposed lakeside lavatories to the M.H. for 
oval. —It has also been agreed to apply for a 
nof £1,115 to cover the cost of the work. 

KEYNsHAM.—The R.D.C. has received sanction to 

ow £2,500 for the purchase of the proposed housing 
site at Brislington. e Council has also decided to 
norrow two Sums of £200 each to purchase small sites for 
pousing construction at Whitchurch and Saltford. 

r KIDDERMINSTER.—The R.D.C. propose to build 
uses. 
r ius OTON.—The Midland Home Counties’ Home 
for Incurables is to be extended at an estimated cost 
£20,000. 
o ers.-Headingley Picture House, Ltd., are to 
undertake alterations at the Picture House, Cottage- 
road—Messrs. Moody & Moss are to build a horse 
daughter-house at Scott Hall, Buslingthorpe-lane.— 
Ty Health Committee are considering the question 
of the suitability of the Elmete Hall estate for adap- 
tation for the treatment of children suffering from 
taberculosis and rickets.—A bazaar promoted by the 
Liggett Park Wesleyan Church has been held in 
connection with the erection of the new Wesleyan 
Church.—The Brewster Sessions has approved a 
fence for the “New Compton Arms,” to be built 
onland in Compton-road, Leeds, — Sutherland- 
avenue, by F. G. Smedley, of Ind, Coope & Co., Ltd. 

LEXDEN AND WINSTREE.—The R.D.C. has decided 
tomake application to the M.H. for sanction to borrow 
£13,000 for the purchase of land and the erection of 
thirty houses in the following parishes :— Copford 
four, Dedham four, Little Horkesley four, Stanway 
four wermaingione two, Salcot two, Langham six, and 

m four. 

" 0L.—The Board of Management of the 
Southern Hospital have a scheme under consideration 
for the erection of additional buildings to provide 
increased accommodation for the staff and 20 addi- 
tinal beds.—The Unemployed Grants Committee 
is to materially help in the provision of hydraulic 
mains for working the new bridge over Wallasey Pool, 
making drains in Wallasey Pool-road, and renewals to 
roadways and railways, Ac., estimated to cost £92,000. 

lonpoN (DEPTFORD).—The B.C. recommend that 
the L.C.C. be informed that this Council is prepared 
to take up the loan of £34,082 for the purpose of 
buildings and machinery in connection with Evelyn- 
street Baths. 

loxnpoN (FULHAM).—The B.C. recommend the pur- 
chase of 708, Fulham-road for the sum of £1,650, 
for the purpose of providing in the basement thereot 
an electricity sub-station.—The Town Clerk has been 
instructed to communicate with the M.T. urging the 
desirability of immediate steps being taken to carry 
out the Cromwell-road bridge improvement. 

Loypon (HACKNEY).—The B.C. hasreceived sanction 
tothe borrowing of £2,500 and £3,000 from the L.C.C. 
for sites for electricity sub-stations at Holly-street 
and Gainsborough-road respectively —The Council 
also recommend the necessary re-decoration work and 
for repairs to the furniture of the board room at the 
(Central Baths to be carried out at a total estimated 
cost of £117 13s. 

loxpon (ISLINGTON).—The B.C. recommend appro- 
val to the proposal to erect a public hall upon 
the unused part of the Tyndale-place site. The w 
and General Purposes Committee are to obtain the 
meessary plans, ac., from Mr. E. C. P. Monson. 

Lennon (ST. PANCRAS).—The L.C.C. has consented 
tothe widening by the B.C. of the Kentish Town-road 
atthe bridge carrying the road over the Regent’s Canal. 
—Application is to be made to the L.C.C. for sanction 
tothe borrowing of £19,550 in respect of the cost of 
acquiring the land already scheduled for the Somers 
Town (Wolcot-street Area) Improvement Scheme.— 
Application is to be made and tenders invited for the 
reconstruction of the engine-room at the King’s-road 
Power House. The scheme is estimated to cost £6,000. 

LONDON (WANLSWORT:).—The B.C. passed plans : 
Messrs. L. & W. Whitehead, Ltd., Trinity-road railway 
sation; Tysoe & Harris, 56 houses in new road 
tetween New Park-road and Kirkstall-road, Streatham ; 
uC. & H. Barnes, erection of vicarage, adjoining St. 
Barnabas’ Church, Merton-road, Southfield ; Chapple 
« Utting, 11 houses, Tranmere-road, Springfield ; 

« W. Whitehead, Ltd., Balham railway station 
(ity & South London Rly.); H. Hooper, 15 
houses, Atkins-road, Clapham South; Yetts, Sturdy 
t Usher, factory and lavatories, Clapham Lodge, 
Clapham Common South Side. 

LONLON (WESTMINSTER).—The City Council has 
teceived the M.H.’s approval to the proposed housing 

me on the Esher-street site, subject to certain 
modifications. —The Council recommend that, subject 
to the submission of estimates by the Finance Com- 
the repainting of the street ironwork in the 
tity at an estimated cost of £1,500, and also the public 
sanitary conveniences and surface urinals at the total 
‘timated cost of 1880, be authorised. 
ee — Che T.C. propose to make improvements to 
r uirey-street school, at an estimated cost of £300. 
Application is to be made to the M.H. for sanction to 
owing of £300. 
' LVERN.—Plans have been approved by the U.D.C. 
& the erection of a new church for the Malvern 
lan Science Society upon a site in Albert Park- 


toad. —The U.D.C. propose to erect four shelters 
‘td @ new retaining wall at the Swan Pool, at an 
‘stimated cost of £740; also a new bandstand is to be 


ane’ accommodate 36 performers, at an esti- 
SDEN.—The West Riding C.C. recommend that 
qublect to the M.T. granting 50 per cent. the Highways 
— e to Sm Lis 7 eo the bridge 
arries the Wakefield an r 

toad over Fall-lane. Austerlands main 
YPORT.—The U.D.C. is preparing a scheme for 

the erection of 32 houses, on the Pecklewell site. 
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NEWOASTLE.—A M-H. inquiry has been held into 
the application of the Corporation to borrow £192,583 
for the erection of a public hall and baths, in North- 
umberland-road.—The Corporation Housing Committee 
has resolved to build 26 self-contained houses in 
Wharrier-street, Walker, at a cost of £12,386. 

NortsH DUBLIN.—An inquiry has been held into the 
application of the R.D.C. for approval of a scheme for 
the erection of 98 labourers’ cottages. 

NOTTINGHAM.—The City Council has decided to 
carry out extensions at the Bagthorpe Institution, 
comprising a new children’s hospital, new pavilion 
nurses’ home extension and staff home, at a total 
estimated cost of £130,000. Messrs. Starr & Hall are 
the architects—The Congregational Union have 
secured land at Carlton Hill for the erection of a new 
church ; a site for another church is to be secured at 
Sherwood. 

ORRELL.—Plans have been approved for the erection 
of first portion of new church in Lodge-road. 

PATOHAM.—The Steyning East R.D.C. has decided to 
prepare plans for 20 cottages. 

PENISTONE.—The West Riding C.C. recommend 
the Highways Committee to spend £8,255 in recon- 
structing and widening Dakin Brook-bridge and in 
= the Barnsley and Shepley-lane Head main 
Toad. 

PLymovuTH.—The C.B. are to spend £5,000 on the 
construction of a culvert at Pennycomequick.—The 
Council has decided to build a branch library on a site 
proposed in Wolesley-road.—The Town Clerk is making 
inquiries in connection with the proposal to provide 
housing accommodation for families on the site of the 
St. Budeaux Camp.—The Hoe and Parks Committee 
has given permission for the erection of a sub-station 
and to the laying of cables at the Laira Recreation 
Ground.—The Sub-Committee has approved the Sur- 
veyor’s plan and estimate of £450 for the provision of a 
ladies’ convenience in Devonport Park.—The sugges- 
tion by the Tothill Bowling Club, for a partition to be 
erected in the gentlemen’s convenience adjoining the 
Tothill Recreation Ground pavilion, has been approved. 
—The Borough Surveyor is to carry out repairs, at a 
cost of £350, at 19, Russell-street.— Plans passed : 
M. L. Finch, 13 houses, Lower Compton-road. 

PorTsMOUTH.—The E.C. has completed the purchase 
of a site for the northern secondary school.—Plans have 
been prepared for improvements at Futcher’s School, 
Drayton, at a cost of 41,300.—Messrs. Timothy White 
Co., Ltd., are to construct a bridge across Chandos- 
street, Landport.—A public convenience is to be con- 
structed near Clarence Pier, at a cost of £2,000.—Re- 
vised plans have been prepared for converting White 
Hart Sasvecks into dwellings, at a cost of £2,500.— 
The Borough Engineer is to prepare a comprehensive 
scheme of sea defence works.—Plans passed: Forty 
houses, Kenyon-road, for E. T. Hughes ; sixty houses, 
off Havant-road, Cosham, for Gammons « Coffin. 

PREESALL.—The Housing Committee have decided 
on a central site for the erection of 30 houses. 

PRESTON.—A site is to be acquired on the corner 
of Manchester-road and Frenchwood-avenue for the 
erection of a sub-station. 

RAMSBOTTOM.—Plans have been approved for the 
proposed erection of a new church of St. Philip’s 
at Stubbins, and for a Roman Catholic school and 
parochial hall to be erected on land in Bolton-street 
and Lodge-street.—Plans have been approved by the 
E.C. for the erection of a parochial] hall and school, 
with accommodation for 300 scholars, on a site in 
Lodge-street, for the managers of St. Joseph’s. 
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Rrpon.—A ay wy is on foot to hold an old English 
or 


fair for funds e extension to the Cottage Hospital. 
ROCHDALE.—Plans Te nn by Mr. H. H. Clough, 

architect, Newgate ambers, have been approved 

for the rebuilding the ‘‘ Waggon and Horses”’ Hote? 

at Sudden, for the Phownix Brewery Co., Ltd., of 

Heywood. 

OTHERHAM.—The R.D.C. are to acquire land off 


. Dalton-lane, Bramley, where it is proposed to erect 


eighty-two houses ; and on a site between Doncaster- 
road and Park-lane, Thrybergh, where it is proposed to 
erect 200 houses. Mr. Totty, architect, of Rotherham, 
is preparing the plans.—The Y.M.C.A. are raising funds 
for the erection of new central premises. 

Royton.—The Charity Commissioners have notified 
the District Council they have allocated 3} acres of 
land at Sunfield Farm for the erection of the Dr. 
Kershaw Memorial Hospital. 

SALFORD.—The trustees of the De la Salle College, 
Weaste-lane, Pendleton, are to erect additional accom- 
modation for 350 students. The plans have been pre- 
pared by Mr. W. Ellis, architect, of St. Helens, Lancs. 

SCALBY (SCARBORO’).—The South Yorkshire Miners’ 
Welfare Committee has decided to acquire Low Hall, 
at an estimated cost of £10,000, for the purpose of 
conversion into a convalescent home. 

SELBY.—The West Riding C.C. recommend the 
Highways Committee to spend £1,242 in erecting a 
house and garage for the accommodation of the 
Divisional Surveyor. 

SHEFFIELD.—Plans for a new school designed to 
accommodate 150 mentally defective boys have been 
SS M.H. has held an inquiry into the 

rporation’s application to borrow £210,000 for the 
erection of abattoirs and dead meat markets.—The 
building of the new £55,000 elementary school on the 
Manor Estate, Intake, is to be carried out. The 
school provides accommodation for 1,500 children. 

SHERBURN.—The building of a new bacon factory 
at Sherburn, near Selby, for the farmers of the East 
and West Riding of Yorkshire will begin shortly. 
The cost will be about £20,000. 

SOUTHAMPTON.—The Works Committee of the B.G. 
has approved the sketch plans prepared by the Medical 
Superintendent for the erection of additional accom- 
modation at the Shirley Warren for the nursing staff, 
and recommended that a plain brick and slate building 
be erected adjoining the Observation Block, to provide 
sleeping accommodation for 36 nurses, with recreation 
and reading rooms and usual offices, the cost not to 
exceed £3,000.—The B.G. has passed the expenditure 
of £366 10s. for additions and alterations to the 
Receiving Home, and £1,775 for the erection of work- 
shops and stores at the Hollybrook Homes. 

Souts Kirspy.—The Joint Councils of South Elmsal! 
and South Kirby have decided to go forward with a 
scheme for the erection of a new fire station, with 
accommodation for a motor ambulance, in accordance 
with plans prepared by Mr. W. T. Lynam, surveyor. 

Souta Moor (Co. DuRHAM).—Ten aged miners’ 
homes are to be erected at Annfield Plain, and 10 at 
South Moor, by the South Moor Colliery Aged Mine 
Workers’ Homes organisation. 

STocKPorRT.—The —— Engineer has submitted 
lans to the Baths and Washhouses Committee, for 
he erection of a public washhouse on land in Barn- 

street, at an estimated cost of £10,000. 

STOCcKTON.—The Lightfoot-grove Baptist Church has 
adopted a scheme for the erection of a suitable building 
at the rear of the church on a site in Trinity-street, 
which was left vacant when the main edifice was com- 

— The sum of £400 is required for the building 
und. 

SWANSEA.—The M.H. has approved the presse of 
the T.C. to proceed with the erection of 112 houses on 
the Morriston site. The Council has resolved that the 
Borough Architect be instructed to advertise for 
tenders.—The Council] has passed the plans submitted 
by the Borough Architect for the erection of a new 
school, in wood, at Llansamlet.—The C.B. has agreed 
to the purchase of a site for a sub-station at Brynhyfryd. 
—The Borough Estate Agent has been instructed to 
obtain, for the use of the Sewerage and Drainage 
Department, accommodation in 8 and 9, Cambrian- 
plate. Alterations are to be made at a cost of £200.— 
The Council has resolved that, subject to the approval 
of the B.E., temporary provision, at a cost of +200, be 
made for out-patient orthopedic treatment in the 
basement floor of the Dynevor-place premises.—-The 
Council are to erect a caretaker’s house at High School 
for Girls (£650) and at Cwmrhydyceirw School (£650).— 
Plans passed: Twenty-four houses, New-road, off 
Bellevue-road, for C. M. Gustavus; and church hall, 
Townhill, for the Archbishop of Cardiff. 

THORNE.—The West Riding E.C. recommend the 
purchase of a site for the Thorne Moorends proposed 
new school. 

WAKEFIELD.—The West Riding C.C. recommend 
the Highways Committee to make a grant to the 
R.D.C. of £625 towards the extra cost of building and 
maintaining the railway bridge at Low Town, Walton. 

WALTON.—The U.D.C. has received the M.H.’s 
sanction to the erection of a further 50 houses. 

YorkK.—The Corporation propose a capital expen- 
diture of £190,000 for houses during the year.-—Pro- 
vision is being made by the E.C. for an expenditure 
of £10,000 for an elementary school at Tang Hal!.— 
Cottages are to be provided at the mental hospital 
at a cost of £5,000.—A sum of £8 000 is to be allocate 
for the erection of a library in Museum-street.—The 
subjoined relief schemes are proposed: Widen 
Layerthorpe and Monk bridges, £7,000; road an 
bridge from Heworth to Hull-road, £15,000; culvert- 
i ang Hall beck, £5,000 ; piling river banks, £2,000. 
erhe Electricity Committee have allocated in 
estimates sums of £7,000 for Linton hydro-electric 
station, and £7,000 for boiler and engine house. 


FIRES. 


KrEw.—A large laundry, the Spring Grove, was 
almost entirely destroyed by fire in Bangor-road, Kew 
Bridge. The damage is estimated at about £20,000. 
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{Marcu 26, 1926. 


PRICES CURRENT OF MATERIALS 


[Owing to the exceptional circumstances which prevail at the present time, prices of materials should be confirmed by Inquiry —Ed] 


BRICKS, &c, 
Per 1,000 Al ie, in River Thames 
ne up to don Bridge. £s. d. 
t 4 3 


Pee eee ee eee ee eee eee eee 


6 
baeebaneceeneaeves se 318 6 
Per 1,000. naar es at London Goods Stations. 
at £ a. £ 68. 
King’s Ly = 213 S8iBest Biue 
Do. grooved { Pressed Staffs 5 
gaps 215 % | Do. Bullnose .. 15 
Do. Bullnose .. 3 8 ; Blue Wire Cuts 5 
Best Stourbridge Fire Brick :— 
eee 811 0 8in. 3 
GLAZED Bricxs— 
D'ble Str'tch rs 30 0O 
0 
0 


a 


soo 


B : st White 
Ivo i and | D’ble Headers 27 
se eae lazed One Side and 
. 2110 O two ends .... 31 
— puneas 21 O O|Two Sides and 
Quoins, _Bull- one End. 32 
nose and 4}in. Splays ‘and 
EY a ndatne 2300 uints .... 29 10 
Second Quality, £1 per 1,000 less than best. Cream 
and buff, £2 extra over white. Other colours, Hard 
Glaze, £8 10s. extra over white. 


BREEZE CONCRETE SLABS. 
Delivered London. 


— 
oo oc eco cs 








8. d. 8. d. 
2 in. per yd. super 1 11| 3in. peryd.super 2 9 
2iin. ,, fa S Oem oo ia 8 6 
8. d. 
eeescess 10 6 peryd.) 
i wings:ttebeooeu he are 
Thames Sand ....... 1 ie Tae delivered 
Best Washed Sand ...... 146, 2 miles 
fin. Shingle for Ferro » radius 
eteeecetsece mm 8 se Padding- 
n. ” 14 0 ws ton. 
in. Broken ‘Brick ..”. .. OR Fie 
DE suhewscooes 7 6 
Per ton delivered in London area in ful van loads. 
Best Portland Cement. british 
Sls alonedbe nev tion. Test £2 18 Oto 3 8 6 
51s. al ie at Vauxhall in 80-ton lots. 
Ferrocrete per ton extra on above.......... 010 O 
Super Cement (Waterproof).... ... 48 0 
CE ccccebduadesecstdanesves 0 
CE, ocs dsc ceebhe seen Gnseeeeess 0 
Keene’s Cement, he : 
FUE GUE EEE cccccccenscceseeens< 0 
” ” White 6 
DED cdnduneceséeccuens denne sc 0 
Sirapite, SED <ocsenccevs+seeeeusse es 0 
am DUE 60.b6neeseoee0s 7 O 
iE Pe) non a asheendudeeneees 1 9 
SE, DD: stienendhiccectinee ad vesenedé< 2 
est Ground Blue Lias Lime ............ a 
ST: ¢un atiedeuced gals cnesée és percwt. 2 2 6 
SED CED ccccccscocesanenenssss 112 0 


Nota-Secke on are charged 1s. 9d. each and credited 
ls. 6d. if returned in good condition within three 
months carr. 

Stourbridge Fireclay in s’cks 35s. Od. per ton at rly. dp. 


STONE. 


Batu SToNE—delivered in railway trucks ats. d, 
Westbourne Park, Paddington, G.W.R., or 


South Lambeth, G.W.R., per ft. cube 2 9 
Do. do. delivered in railway trucks at Nine 
Elms, L. & 8.W.R., per ft. cube.......... 2 113 


PORTLAND STONEB— 
Brown Whitbed, in random blocks of 20 ft. 
avera delivered in railway trucks at 
Nine ims, L. & 8.W.R., South Lambeth 


Station, G.W.R., and W cashews Park, 

Paddington, G.W.R., per ft. cube...... 44 
Do. do delivered on roa wagons at above 

stations, per ft. cube. ..........00.00. 4 5 


White base 8d. per ft. cube extra. 
Nore.—1ld. per ft. cube extra for every foot over 
20 ft. average, and jd. beyond 30 ft. 
Hopron-Woop STonrF— 


Delivered at any Goods Station. London a, «b 


Random blocks from 10 [t. and over P. ft.... 17 0 
Sawn two sides... .... 6... sce eeeeee ra 27 0 
Sawn three or four sides............ 32 0 
YorK STONE, BLUE-—Rodin Hood Quatity. 


Delive at any Goods Station, London. ss. d. 
6 in. sawn two sides landings to sizes (under 
Perft. super 


$0 it. super.) ....-. +s. eee eeee 5 
¢ in. rubbed two sides, ditto........ wr 6 0 
3in. sawn two sides slabs random sizes) 2 2 3) 
2 in. to 24 in. we one side slabs 
(random Size8) .... 2... -.eeeeeeee - 1 6} 
14 ip. to 2 in. Gitte, GAD. ccccccccces re 14 
rn» YORK— 
- Delivered at any Goods Station, London. 
Scappled random biocks ........ Perft.cube 6 8 
6 in. sawn two sides landing to sizes (under 
40 ft. super) .....5..---eeees Pertt.super 5 1} 
6 in. rubbed two sides, ditto ........ - 6 1 
4 in. sawn two sides slabs eee sizes) ,, . f 
; In, dit tto ” 
~ in. self-faced random ji ... Per yd. super 9 O 
ARTIFICIAL STONE. 

Delivered in London Area in full = loads, per ft. 
cube :—Plain, 88. 6d. ; Moulded, 9s. 6d. Cills, 10s. Od. 
Woon. 

GOOD BUILDING DEAL. 

Inches per stan. Inches. per stan. 

. wa .. £28 0 BS BB © cocose 21 0 
4x 98 25 0 BS HK BB cccese 25 0 
TF ee 24 6=(«O0 S. FE BB. coceces 25 0 
® @ a 23 «0 DS BM D cecces 24 «0 
$8 x 8&8 “1 «0 BEM DO cvccee 23 «0 
oe . 2s BS BM BBoccece 22 0 
ps es @ cececs 2 Oo S KM @ cecoss 22 «V 
PLANED BOARDS. 

B 3 BD ececes ae Ol & RM OC acecd £26 0 


PLAIN EDGE FLOORING, 


Inches. per sq. a. per sq. 
Pe aE a 20/- sencecesecococs Gt” 
Minecbnecwcens 22/- i ankuceenensaco. 
sli heide nadine 25/- 

TONGUED AND MATCHING (BEST). 

GROOVED FLOORING. 

Inches. per =. Inches. per sq. 

| aie PE: 2 2 Ree 16/6 

tT. thepeinae bees 21 So a ee eee ee 19/- 

ot Aasiseonseenes 34/- | BE ancecucddoctede 24,- 

Inches BATTENS 

WD acdceccccanssaasdéeceieceses 2 6per 100ft 
SAWN LATHS. 
Dap Que. vcccdedumnants 024 


1" AND UP THIC K. 


Dry Austrian Wainscoat, perft. £ s. d. £ s. 4d. 
cube 016 Oto 018 0 


Dry American and /or supentse 


Figured Oak, ft. cube...... 015 Oto - 
Dry American and/or Japanese 

Plain Oak, ft. cube ........ 011 Ot 013 0 
Dry sq. edged Honduras Mahog- 

GO, Tes GUE s i. occccgesgees 016 0t 018 0 
Dry Log cut Honduras Mahog- 

GU, Tk EE oboe 6usccasccs 018 Otol 1 0 
Dry Cuba Mahogany, ft.cube.. 1 4 Oto 1410 0 
Dry Teak, ft. cube .......... 013 O0to015 O 
Dry American Whitewood, ft. 

GD csdabisiicenreedes un 011 Oto 014 0 
Best Scotch glue, per cwt. .... 410 0 to _ 
Liquid Glue, per a esboonuee 4 7 0to 510 0 

SLATES. 
First quality slates from [Tangor or Portmadoc 


carriage paid in full truck loads to London Rate Station. 
Per 1,000 of 1,200 9 


s. d. £44 
Oe Bese em me. Fe Oe OP asee. ae ao 
Bby 18 ....8% 9 © or © «+. wae © 
to Bn uses ee @ 16 by 10 .... 17 12 6 
i, 2 ene | FE. a Gescese BV SD 
20 by 10 .... 2612 6 

TILES, 


Delivered at London rate stations in full truckloads 
of not less than 4 tons. Per 1,000 
f.0.r. London. 

Best machine-made tiles from Broseley or £ s. d. 


Staffordshire district .......-..ccecee 612 6 
Ditto hand-made ditto ............ 517 6 
i ei eS REP RE 6 2 6 
Hip and valley tiles ——- ee 09 6 
(per dozen) Machine-made.... 0 9 0 
METALS. 
Joists, GIRDERS, &C., TO LONDON STATION, PER TON— 
£ s. d. 
R.S. Joists, cut and fitted .......... 1210 0 
Plain Compound Girders ............ 1410 0 
je i Stanchions ........ 1610 0 
De EE WE, bcewnduwbbbsnrovenes 19 10 0 
MILD STEEL ROUNDS. 
To Londor Station, per ton. 
Diameter. £ s.d Diame ter. -y 
i ik eseeveaas 12 0 0 #. in. to in.. 1015 0 
a 11 0 O gin. to2gin... 1010 0 





n. 
WrovuGut-IRON TUBES AND FITTINGS— 
(Discount off List forlot of not less than £7 net value 
delivered direct from Works, 2} per cent. less above 


oss discounts, carriage forward if sent from 
ndon Stocks.) 
Tubes. ie Flanges. 
GO. coc wceeesess wm... DOH .. DS 
Galvanised Gas........ 45 % 40% .. 50 
Blue Water_.......... 5s % 45% 55 
Galvanised Water 7% .. 85% 45% 
Red Steam .....-...- 50% .. 40% 50% 
Galvanised Steam 321% 30% 40% 


C.1, HaLr-Rowun p GutTeERs—London Prices, =. weeks. 


Per yd. in 6ft. Angles and = 
lengths. Gutters. Nozzles. En 
2 es eee 1/24 114d. oe 
a  aenéducers 1/4 1/03 : 
g  Feeeepraar 1/5 1/2} 34d. 
hy cuieh wand 1/6} 1/4 43d. 
mk ebaenece 1/94 1/53 54d. 
0.G. GUTTERS. 
. Mh édctonneed 1/7 1/3} 34d. 
De Wh ceccceeces 17 1/3} 34d. 
OS OM sencendacs l “ 1/4 34d. 
Ge BA caccecesas 1/103 1/63 1 
S Oh accccveda 2; 1/9} 54d. 
RAIN-WATER PIPES, &c. 
Bends,stock Branches, 
Per yd. in 6 fts. tty angles. stock angles. 
2 in. plain . 1/2} alot 
23in. ,, ints 1/4 2/0 
7 /. 2/4} 1/8 2/6 
34 -. «= 2/10 2/- 2/10} 
in. 3/3 2/43 3/6 
Lo. Cc. CoaTED Sou PipEs—Lopdon Prices, ex Works. 
Bends, stock Branches, 
Pipe. angles. stock angles. 
s. d. 8. a ¢ 
2 in.per yd.in 6fts. a" 211 23 2 9 
24 in. a 3 5 © 3 5 
3 in. 4 1 2 9 4 0} 
34 in. » ae Bw. 8 « ¢€ & 
4 in. eens. BO. & & 


L.C.C 3. COATED DRA PIPE s—London Prices ex CW orks, 
Bends, stocks Branches, 


Pipe. angles. stock anyles. 
8. d. 8, s. d. 
Sin. peryd.in Oft.lengths4 3 .. 5 9 .. 7 8 
sin, _,, ” o* 6 3 6 ll  & 6 
Sin. . ” RS > Oe eee 
6 in v-— Bo ae 8 - 20 9 


38) 6 per cwt. 
Pp r ton in 7. 
JROX— d. d. 
Common Bars 13 % 0 to la io v 
Staffordshire Crown Bars— 
good merchant quality 14 5 0 .. 15 5 U 


Gasken for jointing, 


Staffordshire Be: sorabnct ga 4. £ ee 
ED ncesececcenese 16665 0 17 § 4 
Mild Steel Bars.......... 10 0 0 11 0 9 
Steel Bars, Ferro-Concrete 
quality, basis price .... 10 0 0 11 0 9 
Hoop iron, basis price.... 12 0 0 13 0 
Galvanised . 27 0 0 28 09 
Soft Stee! Sheets, Black— 
Ordinary sizes’ to20g.. 18 5 O 14 § 9 
we vig. es Bee © 15 5 9 
26 g. 15 O 17 § 9 
Sheets Plat Best Soft Steel, C.R. 4 C.A. qu: vlity— 
Ordinary sizes, 6 ft. by 
2itsto 3ft.to 20g... 1510 0@ 16 10 96 
sizes, 6 ft. by 
2 ft. to 3 ft. to 22 g. 
GE Be Bis cance vess 1610 0 .. 1710 0 
Ordinary Tinea, 6 ft. b 
2 ft. to 3 ft. to 26g. . 18 10 0 20 10 
No. 1 quality 4 per ton extra. 
Flat and Galvanised see Sheets— 
a y 4 sizes, 6 ft. 
1%) 7 ere 18 10 0 19 10 0 
Ordinary sizes. 6 ft. 
9 ft. to 22 g. ate 19 0 0 .. 0090 
Ordinary sizes, 6 ft. 
| SS YF =eegeem @m@o0qe0w BOG 
Sheets Galvanised Fiat. Best quality— 
Best Soft Steel Sheets 
om. by Jy i tly to = 6 a 
. an icker.... 0 0 0 
= st ost i. Sheets, 
~~ ty i ese ae 2400 26 0 0 
Best Steel” Sheets, 
210 0 


i stn detiehenee -» 2610 0 
Cut Nails, 3 ir. to 6 ir.. 1900 .. M00 
(Under 3 in. usual trade extras.) 
MFTAL WiInpOws.—Standard sizes, suitable for com- 
plete houses, including. all fittings, painting two 


coats, and delivery to job, average price about 
Is. 4d. to Is. 7d. per foot super. 
LEAD, &c, 
(Delivered in London.) ‘ 
Lrap—Sheet, English, 4 Ib. and up..... 4410 0 
4) rear ey 46 0 0 
Soil ye SP ee errr 48 0 0 
9g aoe eee 49 0 0 
Norg— Country delivery, 30s. per ton extra : lots under 


3 cwt., 3s. per cwt. extra, and over 3 cwt. and under5 
ewt., is. 6d. per cwt. extra. Cut to sizes, 2s. ewt. extra. 
Old ‘lead, ex London area. | 29 10 0 =~ 
o Me akentess tae 
-+ @x country, carriage Pe 
forward ........ per ton } 3010 0 


COPPER. 


Seamless Copper tubes (basis)........ 
Strong sheet 
Thin 


eee eee eee eee ee eee 


PLUMBERS’ BRASS W ORK. 
Delivered in London. 
NEW RIVER PATTERN SCREW DOWN BIB COOKS Por 


% 1 in. A ie ld} in. 2 in. 
45/- 76/-— 158/- 246/- 510/- 
NEw RIVER PATTERN Down Stop 
UNIONS. 
4in. } in. 1 in. 1 in. 13 in. 2 in. 
41/6 62%- 92/-— 174/— 300/- 588/- per doz 
NEw RIVER PATTERN SOREW — MAIN FERRULE. 


+ in. # in. 
60/- 116/6 per doz. 
Caps AND SOREWS. 
ld in. 1in. 2 in. 3 in. Siin. 4in. 
7/6 = 10/- 14/- 23/- /-  42/- per doz 
DovuBLE Nut Bomer Screws. 
fin. lin. im. lgin. 2in. 
16 1l/- 17/- 29- 86/- 63/- per dos 
Brass SLEEVES. 
ljin. 2in. 3in. Shin. 4in. 
10/- 12/—- 20/— 24/- 81/- per doz. 
NEW RIVER PATTERN CROYDON ry VALVES, 3.f. 


Tr doz. 
KS AND 


39/6 


din. Zin. Lin. 13 in. in. 
35/-  56/— 98/-_— «162/- /— per doz. 
Drawn Leap P. & 8. _— WITH Beas "CLEANING 
am ht 1 ‘. 2in. 3in. 


8 Ibs. F. jae -- 83/- 41/- 56/- 101/- per doz 

8 Ibs. raps .. 365/— 45/— 66/- 126/- 

Try Enalish Ingots, 2/9 per Ib. SOLDER—Plumbers’ 
2, Tinmen’s 1/5. Blowpipe 1/6 per ib. 


PAINTS, &c. is @ 
Row Linseed OF, pipes .... pergaee 031 
” ” ” barrels. . ” ; : ; 

, ” . in drums... . 
Bolled s in barrels. Se i aa 036 
n drums .. * by : ; 

Turpentine in Sans eecene ” 
in drums 6 gail) 05 9 
Genuine Ground English hite Lead, perto 54 5 0 


(In not jess than 5 cwt. casks. 
GENUINE WHITE LEAD Oa 


“Father Thames,” “ Nive Elms, 
“ Park,” “ Supremus,” * St. _ Paul’ 8, 
“ Morganswyte,” J 


Brand and other best brands (in 


5 cwt. lots 
14 ib. tins) not aa + pi 72 15 0 
Red Lead, Dry (packages extra).. per ton 49 s ; 
Best — Oli Putty......-++++ per > 15 $ 
Filoco seeeeeeeese eeeeeereeeee ” > 4 3 8 
Size. ‘<b Quality...... eaedeeen: J 


Continued on neat page. 








*The iniormation given on this has been 
specially compiled or THE BUILDER o's copy ~~ 


Our aim in this list is to gi as far 88 possi st 

average prices of materials, the ieee 
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pRICES CURRENT OF MATERIALS (contd.) 


GLASS. 

pNGLISH SHEET Gian is CRATES OF STOOK 

Per Ft. Per Ft. 
i502. fourths .. 3id. S82o0z. fourths ...... ed. 
15 , thirds .... 4id, 32 , thirds ........ O#d. 
9 ,, fourths .. 4$d. Dbscured Sheet, 150z. 4d. 
9g) ,, thirds .... 5gd. as - 
% ,, fourths Fluted 150z, » 2loz. 

thirds .. En’lled 1502. 5$d,, 2loz. 7 


° +. 7éd. 
eas price according to size and substance for squares 
cut from stock, 
ENGLISH ROLLED PLATE IN ORATES OF STOCK 
SIZES. Per Ft. 








j Rolled plate ........seeseee evcccecece sce’ @ 

BD GHEE wc ccocnscecsose cecccocecocee 
OT SS eee pista d, 

Yigured Rolled, Baltic, Oceanic, Arctic, Stip- 
polyte, and small and large Flemish te.. 6id, 
BED, GES ccccicccccvcvccccccese oe OG. 
NE CN 5 tb tdns du nape oeeenenssets eo 8 
White Rolled Cathedral ..... oscesbuseneus ott: 
Tinted do. 66090666560 ep0o660 7id. 

Cast Plate is same price as rough rolled, 

Per Gallon. 
VARNISHES, &c. £8. d. 
TOR: |. cv cansvachviesese Outside 014 0 
Bing GND. 2 os ccccccccecvocceses ditto 016 0 
PERCEEDD cccccccecsscascennce ditto O18 0 
Belo Copal ..cccccccceccose eee ditto 10 0 
Pale Copal Carriage ........2.4. ditto 140 
Best ditto........0.. ditto 112 0 
Floor Varnish r 018 0 
Fine Pale Paper ......csccccsees ditto 018 0 
Fine Copal Cabinet ............ ditto 1 2 6 
Fine Copal Flatting ............ ditto 1 0 6 
Hard Drying Oak .......ccccocse ditto O18 0 
Fine Hard Drying Oak..... saccs - ee’ ‘OR @ 
Fine Copal Varnish ............ ditto 10 0 
SE, eh snebwchiecenueuacs ditto 12 0 
DE ‘client sugsebeecdres - ditt 112 0 
Best Japan Gold Size ......cscccscocees 012 6 
Best Black Japan ........ Seeceee news fae 
Oak and Mahogany Stain (water).... 012 0 
aS 07 6 
DME scocscnecesés eecceces 014 6 
Knotting (patent) ...... mimenneaus &) & 
French and Brush Polish ....ceccccsceees O17 O 
Liquid Dryers in Terebine .....cceeceees : } 4 


Gurass Black Enamel ..ccccsccccccccces 





TRADE NEWS 


Associated Portland Cement Manufacturers, Ltd. 

The directors of this company resolved at 
their annual meeting, subject to completion of 
the audit of the accounts, to recommend the 
payment of a dividend in respect of the past year 
of 6 per cent. on the ordinary share capital of 
the company. 


Messrs. Ewart & Son, Ltd. 

At the twenty-fifth annual general meeting of 
this firm, held at Winchester House, Old Broad- 
street, London, it was stated that the net profit 
for the year 1925 amounted to £53,396. The 
payment was recommended of a final dividend 
of 25 per cent. on the ordinary shares on March 
1, 1926, which amounted to £12,342, and the 
payment of a like amount in dividend on the 
Management shares on the'same date. This left 
£6,746 to be carried forward. 


British Portland Cement. 

At the fifteenth general meeting of the British 
Portland Cement entree Ltd., held at 
the offices of the Company, Portland House, 
Tothill-street, Westminster, S.W.1, on Tuesday, 


March 16, it was stated that the profits for the 
year amounted to £772,843, and a payment was 
recommended of a final dividend of 10 per cent. 
#n the ordinary shares, making with the interim 
divick nd, 15 per cent. for the year. 

The sum of £250,000 has been placed to 
general depreciation reserve, £5,000 to barge 
depreciation account, and £37,206 has been pro- 
vided for the debenture stock sinking funds. 

Change of Address. 
Hay ing outgrown their present establishment 
in Paradise-street, Birmingham, The British 


Thomson-Houston Co. have acquired new pre- 
— in @ Central position in the city. The new 
a oa 8 10 and 11, Snow-hill, Birmingham ; 
telephone number, Central 8301 (six lines). 
ae Charrier Mouldings, Ltd., have 
a their offices and factory to more 
tensive premises at Wandle Bank, South 
3 imbledon, S.W.19. The Colliers Wood 
— (C. & 8. L. Railway), to be opened 
telen Y, 18 within five minutes’ walk. The new 
Phone numbers are Wimbledon 3123-4. 
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THE SCOTTISH BUILDER 


HOUSING PROGRESS IN 
SCOTLAND 


Te following figures show the progress that 
has been made in State-aided housing schemes in 
Scotland to February 28, 1926 :— 





Under Con- 
Completed. struction. 

BORD. BAl «0002002600000 25,391 147 

Private subsidy schemes.. 2,324 .. — 

Slum clearance schemes .. 2,587 .. 2,898 
1923 Act— 

By local authorities 1,329 2,196 

By private enterprise 5,152 3,182 
1924 Act— 

By local authorities .. 745 .. 5,573 

By private enterprise .. G. a 25 

Demonstration houses .. ae 3 

37,546 14,024 





NEW BUILDINGS IN 
SCOTLAND 


Glasgow.—SuB-staTIon.—Messrs. Frank Bur- 
net & Boston, architects, have received approval 
to an application from the Electricity Depart- 
ment of the Corporation for permission to instal 
an electricity sub-station in the basement of 
the new buildings. 

Aberdeen.—Hovsine.—The Town Council is 
to apply to the Scottish Board of Health for 
sanction to borrow £355,000, in addition to the 
£200,000 already sanctioned by the Board for 
housing purposes.—The Tramways Committee 
has reported that as the result of interviews the 
M.T. has intimated that they were prepared to 
make a grant of 50 per cent. towards the recon- 
struction of the Castle Terrace or Fish-street 
bridge. 

Falkirk.—Buitp1nc.—The Dean of Guild 
Court has passed plans for Messrs. R. & A. Main, 
Ltd., Gothic Iron Works, Camelon, to erect 
a steel frame roof over their loading platform, at 
a cost of £400; and also a steel frame building 
to be used as a Berlin black shop, at an expendi- 
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BUILDING TRADE WAGES 


ture of £500. The Falkirk Iron Company were 
given permission to erect a bowl-house at their 
recreation park, Thornhill, Falkirk, at a cost of 
£250. 

Edinburgh.—Vanriovs.—The Dean of Guild 
Court has passed plans: Governors of the 
Astley Ainslie Institute, two pavilions at Cluny- 
place; and 8S. R. Christie-Miller and others, 
sixteen cottages at Restalrig-avenue. 


Glasgow.—STEEL Hovussrs.—It is understood 
that negotiations are now proceding for the 
acquisition of another site upon which to erect 
a large number of alternative types of houses 
under the Government scheme. 


Dundee.—Hovsrs.—Preparations for the eree- 
tion of 152 Weir houses are to commence on the 
Craigiebank site. 

Campbelto wn.—Hovusine.—The Town Council 
has received intimation that the Scottish Board 
of Health does not propose to interfere with the 
Council’s discretion on the question of the 
site selected for the new housing scheme. The 
Council has decided to proceed with the erection 
of twenty-four houses in blocks of four each. 

Kinghorn.—Hovsers.—A site has been secured 
for the erection of 30 houses at the Old Orchard, 
Gallowgate. 


Rothesay.—STation.—The Town Council has 
decided to erect an electric generating station, 
and the site of the proposed new building is in 
Montague-street. 


Cupar.—Hovses.—The Dean of Guild Court 
has passed plans for 20 houses at Westport and 
for 38 steel houses of the Weir type. 


Millerston.—Hovsres.—Plans have been 
passed for 56 houses of two-apartments and 36 
houses of three apartments, for the Lower Ward 
District Committee of the County of Lanark. 


Clydebank.—Hovsrs.—The Board of Health 
has approved of the lowest offer for the erection 
of 170 bungalows to be built at West Kilbowie 
for the Town Council. The foundations are to 
be made by direct labour under the supervision 
of the Master of Works. 


IN SCOTLAND.* 








‘Tue following are the present rates of wages in the bui!ding trade in the principal towns of 

















Scotland. Every endeavour is made to ensure accuracy, but we cannot be responsible for errors 
that may occur :— 
oar 4 
Brick- oe Plas- Plum- ns’, 
Masons. nters, Slaters. | | Painters./ Bricklayers’, 
layers. oiners. terers. pers. saat f 
Aberdeen .......- 1/8 1/84 1/8 1/8 1/8 1/8 1/7 10¢d, to L/l 
AlpGTie —..cccccecce 1/8 1/8 1/8 1/8 1/8 _ 1/6} I 
Alexandria........ 1/8 1/8 1/8 1/8 1/8 1/8 eae 1/24 to 1/3} 
Arbroath ........ 1/7 1/7 1/7 1/7} 1/7 1/7 1 ‘et 1/1s 
BA: svivedisesve 1/8 1/8 1/8 1/8 1/8 1/8 1/6 1/3 
Bathgate 1/8 1/8 1/8 1/ 1/8 1/8 1/6} 1/2 to 1/8 
Blairgowrie ...... 1/7 1/7 1/7 1/7 1/5 1/7 1/4 10d. to 1/- 
BORGES .ccccccces 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1/3 
Coatbridge........ 1/8 1/8 1/8 1/8 1/8 _ 1/63 1/8 to 1/3} 
Dumbarton ...... 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1/3} 
DusmeizteS ccccccce 1/7 1/7 1/7 1/7 1/7 1/7 1/7 1/24 
Dundee .....cccce 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1/3 
Dunfermline ...... 1/8 1/8 1/8 1/9 1/8 1/8 1/8 1/3} 
Edinburgh ...... 1/8 1/8 1/ 1/8 1/8 1/8 1/8 1/3} 
Falkirk ......s00 1/7% 1/7% 1/7 1/8 1/7 1/7 i /6$ 1/2} 
Fort William...... 1/6 1/6 1/6 1/6 ] /6 1/6 1/6 1/2 
Galashiels ..... . 1/7 1/7 1/7 1/7 1/7 1/7 1/7 1/2 
(Gilasgow 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1/3 
Greenock 1/8 1/8 1/8 1/9 1/8 1/8 1/7 1 /0} to 1/8 
Hamilton 1/8 1/8 1/8 1 1/8 1/8 1/6} 1/3 
Hawick ..... esece 1/7 1/7 1/7 1/7-1/74 1/7 1/7 1/7 1/2 
Helensburgh ...... 1/8 1/8 1/8 1/9 1/8 1/8 1/7 1/3 
Inveiness ........ 1/5 _ 1/5 1/4 1/5 1/5 1/4 1/-to1/ 
Kilmarnock ...... 1/8 1/8 1/8 1/9 1/8 1/8 1/8 1 st 
Kirkealdy ........ 1/8 1/8 1/8 1/9 1/8 1/8 1/8 1/3 
irkwall........- ° 1/5 1/5 1/4 1/6 1/5 1/4 1/4 1/- 
Lanark ........- ° 1/8 1/8 1/8 1/9 1/8 1/8 1/6 1to1/3 
SAMR 2.crccccccs ° 1/8 1/8 1/8 1 1/8 1/8 1/8 1% 
Motherwell.......++ 1/8 1/8 1/8 1 1/8 l/s fos, 1/3 
Pestle .. .ccccces ee 1/8 1/8 18 1/9 1/8 1/8 1/6 1/8 
Stirling ..........] 1/8 18 178 1/9 1/8 1/8 1/8 1 /3t 
Stirlingshire 4 
Eastern District) | 1 /8-1 /10 1)10 1 1, 1/7 18 1/64 1/8 
Wishaw ecccccccce if 18 18 1, 18 1/8 1/7 1/3 
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Digging and throwing or wheeling and filling carts, “ae | sa 
and carting away to shoot—6 ft. deep.... per yard cube 11 © | Deal wrot moulded and rebated...... coves. perfootcube 14 0 
ge FR er iene ali See Re fe 1 0] je” 7 08° | 
Add for every additional depth of 6 ft......... ” - 0 6 | Plain deal jamb linings framed ...... per ft. sup. | 1/7 1/8} Ill 
Planking and strutting to trenches............ per foot super 0 5)! Deal shelves and bearers............ - 1/4] 1/4! 1A 
Do. to sides of excavation, including shoring ” ” 1 © Add if cross-tongued ..............-. - 2d. 2d. | 2d 
CONCRETOR. STAIRCASES. 
Vortland cement concrete in foundation | to 6.. per yard cube 32 © Deal treads and risers in and ey tar. . oe 1 24° 
Add if in underpinning in short lengths........ a -. 7 0 including rough brackets...... 2/1 2/4 | 2/9 = - 
oa ae — Pe Gs cededbevebonctases * a 3 3°) Deal strings wrot on both | 
MS UE UB BORER. cc ccccncccccccccecsescesoes - oe 3 9 sides and framed............ 1/s 2/- S81 TAI = 
Add if aggregate 1:2:4 ........cccceeceeees . - 10 0| a d. 
Add for hoisting not exceeding 10 ft. beyond the | Housings for steps and risers.........+.+-++ each 011 
PED Monscatavtedebnadintedetaeenees _ - 2 6] Deal balusters, | in. x 1} im........ceccccees per ft. run 0 9 
BRICKLAYER. Mahogany handrail: average 3 in. x 3 in..... - ~ 6 0 
Reduced brickwork in lime mortar and Fletton £ gs. d. Add if ramped PTUTTUIITITIL TTT 29 ” il W 
RE Eo a ak Oe | a OT Ble oe CE icikancncaieacabsoecaccceses ue AS 23 9 
on per ro 2 
Add if im etOOks.....ccccccsccsccccccccceccees oa 710 0 FIXING ONLY IRONMONGERY (INCLUDING SCREWS). 
Add if in Staffordshire blues..............++ eS 22 0 O| 6 in. barrel bolts........ 84d. BE GREED ccc ccsctcosee. 2/- 
Add if in Portland cement and sand.......... - 1 10 ©| Sash fasteners .......... 113d. Mortice locks..........-- 4/6 
FACINGS. Casement fasteners ...... 1/5 Patent spring hinges and 
Extra for facing in English or Flemish bond for Casement stays.......... 1/2 letting into floor and 
every 10s. per 1,000 over the price of the | Cupboard locks.......... 1/5 making good ........-. 19/- 
COMMS BETTE: oc cc cidcccicvccececsececs per ft.super 0 0 1] FOUNDER AND SMITH, a d. 
POINTING. Rolled steel joists ..........++eeeeesesees eoccceses percwt. 16 3 
’ ° . 0 
Neat flat struck er weathered joint............ ‘ » 0 O 8 | Plaincompound girders ......++-++++e++ eeececees » 19 
ARC "HES. | Do. stanchions eeeeeeeeeeee eeeeeeeeeeee : ” 21 
Extra only to the price of ordinary brickwork :— Te 9008 WEE. sc cccccccccpeccsetesndncesccesooevoue o 27 
Fair external in half brick rings.............. » © Oe RAIN-WATER — 4“ 5° 6” 
OS RR grt es ee a=. = . nite 
Rubbed and gauged jointed in putty camber or Half-rounc plain rebated joints.. ft. run vei oa np 
CNG 0 ccincbbevenciehecdeceabeddace. o. 06 (0 Ogee Do. Do. . ” 1/9} 2/- 2/6 /3 
SUNDRIES us | Rain-water pipes with ears .... = 1/9} 2/7) — sane 
Damp course in double course of slates breaking | —. a — —_ yn as ae tal e144 3/7 4/- 
joint and bedded in Portland cement...... ~ » © iO | Do . ck Meo te eae 6 9/2| 2/7! 3/K| 48 
Setting ordinary register grates and stoves.... each 1 0 0 A) ee ~ ‘PLUMBER — a 
Setting kitchener, including forming flues, &c., : Me . % “9 0 
with all necessary fire bricks 415 0 Milled lead and laying in flashings and gutters.... per cwt. = 
— 7 : Do Do i BREE sccucccndeeses - 
ASPHALTER. s. d. . : ain in 6 a cette " i 9 
Half-inch horizontal damp course ............ peryardsup. 4 3 eaten lenese seq cotter ie penance sh ge 0 6 
T : SS 6 eerie tre tt per ft. run 
Three-quarter-inch vertical damp course ...... ” 8 6 | « | 6 
? inch on flats in two thickness 6 3 | Soldlered G0GGh ..icvccccccvccvscccsocccvssovess ” ” 8 
3 ~  e ” ” | ‘ . eee eee ee = - wu 
REDD ak ncndulgdessuscbasdcoenensseons perfootrun 0 3 | at RPE. shag esedlinnsy PETE po) eye 
Skirting and fillet 6 in. high.................. - 99 } 3 | Drawn lead waste perft. run} 1/2 1/9 2/- 3/4 4-|- 
MASON Do. service _,, 1/8 2/2 2/7 3/10) — 9 
York stone templates fixed ..........+.es005 per foot cube 13 0 | Do. soil 9» =: het ar “ a “ 
RE GREED GE MEE a.doncacnccececcccsccesecs » » 22 0! Bendsinlead pipe each — _ _ _ 3/3 | S/e 
Bath stone and all labour fixed .............. aa a 10 6) Soldered stop ends _,, 1/2 1/8 /l 2/10f 3/6 | — 
PU HEY Web cccncsecdeccheccocecssees - - 20 0! Red lead joints .. _,, lid.| 1/-| 1/3| I/ll} 2/4 4/e 
SLATER. | Wiped soldered joints ,, 2/10 | 3/6] 4/-| 4/L1] 6/6} 9/9 
Welsh 16 in. x8in. 3in. lap,including nails .... persquare 72 9 Lead traps and clean- sa 
20 i ing screws _ — — } 14/7 } 19/6 
Do Win. *10in. . Do. cee 1” -. oT. & os ie / ‘4 pal/ cagy Togs 
Vo. 24in.x12in Do. Do. a " 90 0 | Bibcocksand joints __,, 6/4 | 9/7 | oy 
CARPENTER AND JOINER Stop cocks and joints ,, 15/4 | 17/2 | 25/8 | 64/- | — r 
7 , . PLASTE2ER. 8. 
Fir ome in plates che Pend ie eeeneeeeneses per foot cube : 4 Render, float and set in lime and huir .......- per yard sup. 24 
, BOMBED cccciccdccecss hee e ee eeeneee ” ” Do. NED. catagenccences - m  e 
Do. roofs, floors, and partitions ........ - i 6 0} Do Do pe Ag = 3 7 
Dt Sy Ju dnabewentenve veeenasanee 8 6 z os. arPengaesng hie « : 3g 
” .” ve Add sawn lathing ....cccscccccccccccccesees , 
i | a a AAG mated lnthing ..ccccccccccccccscsesceess 2 6 
Deal rough elose boarding ...... . per aq. 35/6 | 40/— | 45/- | 72/- aiabteehaliontenaionersunntah, &e., for suspended ceilings.) 2 
Flat centering for concrete floor, ine 8. d.| Portland cement screed ...... Seecscdutine ene per yard sup. 2 2 
cluding strats er hangers re 5 0 Do. plain face ......eesseceeeccceeeceees - ” 3 3 
SP EE be decccoccccesns per ft. sup. .......scceee. 1 ©] Mouldings in plaster RAL Rs: + se Mare weeeee perl girth 0 hy 
Centres for arches...... @occecccce ME TTTITT TT TTT TT 1 6] One-and-a-half granolithic pavings .........--- per yard sup. 5 
Gutter boards amd bearers ...... TTT TTT T TTT TTT 1 0 GLAZIER. 
FLOORING. | # g 1}” | 14’ 21 oz. sheet plain ....-.seeeecereeeeeeeeereees per foot sup. ; iy 
Deal-edges shot ......+.-e006: per sq. 44/6 | 53/- | 60/6 | 2602. a eee ee eee ee e - +. 
Do. tongued and grooved .... a 49/-— | 57/6 | 65/- Obscured GORE i cvcccccgcevccwes: ° ” ” 09 
ee SOE ic dua céscedece at 45/- | 51/- 4 in. rolled plate ......s.eeeeeceeseeserereees - - 0 10} 
Moulded skirting, including back- { in, rough rolled or cast plate........++++++++ * ” : 7 
ings and grounds ........ per ft. sup.| 1/6 | 1/8 | 2/0 | 2/6 tin. wired cast plate ....... INTER, pooner ” ” 
P , 
SASHES AND FRAMES. a 424i... penn ge ee evardeap. 0 9 
One-and-a-half moulded sashes or casements ...... per foot super. 1 10 — = ene: —- Fine beat te ax _ 07 
Two Do. Do. eceees ” ” 2 l Plain po berm poe Baek a ‘ - 0 9 
Add for fitting and fixing ........+.-.eeeee0+- * ” 0 3 4 eit ee ea wt 1 2 
Deal-cased frames with lin. inner and outer 4 ; a Fema PGel clin sie iad ie va 1 9 
linings, 1} in. pulley stiles tongued to linings, Do. ly OL ET Re i ma 2 4 
hard wood sills with 2in. moulded sashes in iit «cient a a Ns icihls bchalehte es - 2 3 
squares, double hung, double bung with pul- Varnishi te cutee 5 gt AG SS PERCY GAO ve “ 1 9 
leys, lines and weights; average size ...... = - 3 9 Sizing ing ca ee saree aby atts . - 03 
DOORS. 1} 1?" 2° FRASER occ c'beesbsec cess cee: svecdenwess ° : : 
‘Two-panel square iramed ......+.+- per ft. sup. | 2/1 | 2/4 | 2/6 Emamel ....ecesseeees cece cececs oe oe oe oe “ 
Four-panel Do, see eeeeee v» 2/5 | 2/8 | 2/11 | Wax polishing ......+.....+-e0+- a eo : 
Two-pane! moulded both ai tvs ...... ra 2/8 | 2/11 | 3/2 French polishing ......++--- . oomkatel teeins " "stots 
Four-panel Do. Do. ........ ° ia 2/ll | 3/2 '3/5 |Preparing for and hanging paper «-. ++ = per piece, 2 


mtendence by 


* These prices apply to nex buddings only. They cover superi 
- = added for Employers’ Liabi it 


charges. A percentage of 1 


t should be 
Fire Insurance 
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Gaamenica tone for insertion under thts pam og | should 
ye addressed to “ The Editor,” and must im not 

he than Tueeday evening. 

+Denotes accepted. ¢ Denotes provi ly pted 

1 Denotes recommended for acceptance. 

j Denotes accepted subject to modification. 





ATHERTON.—Sixteen houses on the Hag Fold 
estate, for the U.D.C. Messrs. Low & Grimshaw, 


architects. Quantities by the architects :— 

*J. Manley & Sons, Atherton. 

BEDFORD.—Offices for the Electricity Department, 
for the T.C. :— 

tH. Bowater, of Bedford ............ £1,899 


BELPER.—Bridge at Ford-lane, Allestree, near 
Deby, for the R.D.C. Mr. R. C. Cordon, surveyor :— 


Lehane, Mackenzie & Shand, Ltd., 


Darley Dale, Derby ........ £7,355 5 
c. 8. Tomlinson, South Norman- 

OOM, BE cc secocesc veces 6,930 0 
Gray’s Ferro-Concrete Co., Glas- 

DOT cegetcwscadpeceecasscs 5,987 17 
Saxield & Partners, London .... 5,936 10 
The Yorks Hennebique Co., Leeds 5,921 0 
*Geo. F. Tomlinson, Contratcor, 

REE Te 884 10 


Subject to the approval of the M. T. 


BRADFORD.—Provision of four w.c.’s at 32, Hall 
Ings, for the T.C. :— 
tE. Fearnley & Sons, Ltd....... £304 16 5 


BRADFORD.—Internal alterations at St. George’s 
Hall, for the New Century Pictures, Ltd. :— 
*J. Moulson & Sons, Ltd., Bradford. 


BRAILES.—Four houses, for the R.D.C. Mr. G. 
Quinton, architect :— 

COUR oc ccccccessecece £2,000 

*C. Steward, Broadway .............. 1,780 


BRENTFORD.—Pavilion in Boston Park, for the 
U.D.C. :-— 
*E. Hayden 


BURNTISLAND.—Twenty houses on the Hough 
site, forthe T.C. Mr. J. A. Waddell, Burgh Surveyor. 
Quantities by Mr. G. Charles Campbell, Methill :— 
Builders— 

T. Millar & Sons, Dunfermline. . 
J. Baxter & Sons, Dunfermline 

*George Colvin, Kirkcaldy 
Joirers— 

James Harvey, Burntisland . 1,843 10 8 
R. D. Funkil, Kirkcaldy ...... 1,842 14 7 

*W. Robson « Co., Inverkeithing 1,666 * 9 
Plumbers— 

8. Binning, Cowdenbeath .... 88710 9 
T. Stewart, Methil .......... 872 17 9 
*A. Thomson & Co., Dunfermline 862 15 3 
9 

1 


£2,850 0 0 
2,713 1.0 
2,612 12 11 


Slaters— 
Williamson & Sons, Burnotisland 573 15 


*J. Ross, Burntisland ........ 5386 2 


H. Currie, Kirkcaldy ........ 520 14 9 
Plasterers— 

D. & T. Peebles, Leven........ 767 O11 

Williamson & Sons, Burntisland 725 14 7 

*W. Anderson, Burntisland . 682 13 6 
Paisters— 

J. Adger & Co., Kelty........ 260 19 2 

T. McFarlane, Methil ........ 229 110 5 

J. Adger, Cowdenbeath ...... 208 15 8 


BURTON-ON-TRENT.—Reglazing of the second- 
one swimming bath roof at the public baths, for the 


NS ECTS eee £147 


CAMBRIDGE.—Extensions to the Union Infirmary, 
ft the B.G. Mr. S. French, L.R.I.B.A., architect, 
Uandaff Chambers :— 
*Builders—Kidman & Sons, Abbey Walk. 
*Floors—Matthews & Mumby, Ltd., Manchester. 
*Flooring—Art Pavement « Dec orations, Ltd., 
London. 
*Heatis g—G. N. Haden & Co., Ltd., 
*Sanitary ware—Shanks & Co., Ltd., 


CAXTON.—One er. of houses in Elsworth and 
Eitisley, for the R.D.C 


*G. Page, Buckden. 


Trowbridge. 
London. 


CHESHUNT.——Construction of a reinforced concrete 
pump chamber, and other works at the Sewage Dis- 
posal Works, Waltham Cross, for the U.D.C. Mr. 
J. E. Sharpe, surveyor. Quantities by the sur- 
veyor :— 

W. « C. French, Buckhurst Hill £1,058 12 8 
Engine Foundation « Concrete 

Contractors, London ...... 850 11 1 
Saxild « Partners, London .... 833 3 6 
A. M. Turner, London........ 68113 9 


CLUTTON.—Eight houses at East Harptree, for 
the R.D.C. Mr. Hawker, architect :— 
Davis & Son, Whitchurch, Bristol— 
are Se Po RES Fe — 
Simmons & Sons, 
Bristol—Stone ...........e0.0. 
F. Pasky, Chew Magna, Bristol— 


Brick Kes bedbbn sch bbGe0hs berwe 4,442 
( i pendedessesnusesoudcct 4,558 
eee oieien 4,370 
G. Howell, Bristol—Brick .......... 3,680 


Asman «& Co., Temple Cloud, Bristol— 

a GREEN «5 asnnk ecxcesusautess 3,950 

J. Flower, West Harptree, Bristol— 
Stone’ 
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CLUTTON.—tTen houses at Stanton Drew, for the 


R.D.C. Mr. Hawker, architect :— 
Mason & Morgan, Bristol|—Brick . £5,600 
Davis & Son, Whitchurch—Brick .... 5,305 


Leonard & Thompson, Bristol—Brick 5,100 


G. Howell, Bristol—Brick .......... 4,500 
Salter & Leonard, Bristol—Brick .. 4,900 
Watts, Son & West, Burnham—Brick.. 3,169 

Yo. Do. Concrete.. 4,789 
tJ. Penney, Bristol—Stone .......... 4,650 


COLDSTREAM.—Church hall, for the Coldstream 
Parish Church. Messrs. J. P. Allison & Hobkirk, 
architects, Hawick :— 

*Builder avd slater work—Wm. Smith & Son. 
*Plaster work—A. J. Elliot. 
*Joiner work—J. & A. Gray. 
*Plumber work—Geo. C. Rutherford. 
(All of Coldstream.) 

DEWSBURY.—Internal alterations at the public 
baths, for the Corporation :— 

*Dewsbury Pioneers’ Industrial Society, Ltd. 

DUDLEY.—New public house in Highfield-road, 
for Messrs. Julia Hanson «& Sons, Ltd., brewers, Tower- 
street. Mr. A. T. Butler, F.R.LB. A., architect, Priory- 
street :— 

*J. Dallow & Son, Birmingham. 

EGREMONT.—School for 216 on the Thornhill 
site, Beckermet, for the Cumberland E.C. Mr. J. 
Forster, F.RIL B. A., County Architect :— 

G. McKay, St. Bees s16cetaaees £8,043 0 

S. Sheldon, Millom .............- 7,605 0 
*Border Engiueering Contractors, 

Ltd., Whitehaven 7,226 8 

FLETTON.—For (a) 70 non-parlour, and 1 (0) four 
pairs of parlour-type houses, for the U.D.C. 


er 


Non- parlour. Parlour. 
Pettit & Sons, Ramsey .. £1,950 0 .. £1,155 0 
J. Guttridge « Sons, Peter- 
arr rr i: @ os 906 0 
(a) *J.W. Barber,Stanground 1,434 0O .. -- = 
(6) *Cracknell & Sons, Peter- 
DOEE.. cccsinesad 1,535 0.. 878 O 
Stretton « Sons, Peter- 
eer 1,618 18 .. 950 10 


FOLKESTONE.—Wrought iron unclimbable fence 
and gates at the new cemetery, for the T.C. :— 
*T. W. Palmer & Co., Ltd....... £705 11 4 
FOLKESTONE.—Construction of a wall at the 
Sports Ground in connection with the Cheriton-road 
eastern entrance, for the T.C. :— 


OR, BE nb bs kc ccdanscdtvessens £115 17 
GLASGOW.—Sub-station in Sydenham-lane, for 
the T.C. :— 
SS. Tae & BOR: «cc cccvscsacscess £600 


GLASGOW.—Mason work at Govanhill rehousing 
scheme, in place of withdrawn tender, for the T.C. :— 


>  erererrrrerrey sy oT £42,300 
GLASGOW.—Erection of electricity sub-station at 
Bellefield Sanatorium, for the T.C. :— 
*W. Taylor & Son (Glasgow), Ltd..... £694 
GLASGOW.—Protection of foreshore banks at 
Loch Katrine, for the T.C. :— 
tCasey & Darragh ..........e0e.00. £10,064 
GLASGOW.—Construction of water-storage reser- 
voir and underground tanks at Mearnskirk Sanatorium, 
for the T.C. :— 
*R. Rogerson & Co., Scotstoun ...... £7,922 
GLASGOW.—Slater work at the Mearnskirk Sana- 
torium, for the T.C. :— 
tA. C. Whyte & Co. 
GLASGOW. —-Fencing at 
T.C.: 


£3,670 
Tolleross Park, for the 


tJ. Robe a BG xs sk rink id enka £211 
GLASGOW .—Concrete terrac ing at Tolleross Park 
band stand, for the T.¢ 
tBrodie, Campbell & Co ee ee £499 
GLASGOW .—Steelwork for bandstand at Tollcross 
Park, for the T.C. :— 
*Lambhill Iron Works, Ltd........... £159 
HAMPTON.—Houses on the Priory-road site, for 
the U.D.C. Mr. 8. H. Chambers, surveyor : _ 
E. H. Hayes, Ltd., London, 8.W.2. 


W.S. Heald, Richmond halal dina 8440 

Ww. = Son, & Cromwell, London, 
6$s2heh bebensckbdieeninees ,560 

ow. H yf ES Bast Sheen .......... 7,236 


HOLBECK (Yorks).—New Roman Catholic Church, 
for the Rev. McAuliffe. Messrs. E. Simpson & Son, 
architects, Manningham :— 

*Lazenby Bros. Leeds. 


HORSFORTH.—New Roman Catholic Church. 
Messrs. E. Simpson «& Son, architects, Manningham :— 
tLazenby Bros. 


HUDDERSFIELD.—Forty-five houses at Almond- 

bury, for the T.C. Borough architect :— 

Mason’s work—*Huddersfield Guild Society. 

Joirer’s work—*H. Hamer. 

Plumber’ s work—*Thos. Allison, Ltd. 

Plasterer’s work *Tom Robinson & Sons. 

Slater’s work—G. H. Day & Son. 

Painter’s work—*J. C. Brook & Son. 

Electrician’ s work-—*J. Marsden «& Sons. 

Concreter’s work—*John Hinchcliffe. 


IVYBRIDGE (DEVON).—Alterations and additions 
to “‘The King’s Arms” Hotel, for Messrs. J. R. 
Wilson, Ltd., Plymouth. Mr. Bs Vanstone, archi- 
tects, Plymouth — 

*Sincock & Blight, Ivybridge. 


541 


KIRKCALDY.—Pavilion in Beveridge Public}Park, 
for the T.C. Mr. George Duffus, Burgh Surveyor, 10, 


Tolbooth-street, Kirkcaldy. Quantities by, Burgh 
Surveyor :— 
Excavator, Mason a~d Brickwork— 

eo ee £119 9 6 
Carperter avd Joiner work— 

Es. Bs BD posccdcvsseces 104 7 2 
Plumber work— 

PR Ee TA: 046.000 600 a Rene 48 10 4 
Slater work— 

Es GED acabsccdcacvsedess 27 2 10 
Plaster work— 

*Wm. Grant & Sons.......... 68 4 1 
Painter work— 

a 16 0 0 


All of Kirkcaldy. 
LEEDS.—Hotel at Meanwood-road, for the Leeds. 
& Wakefield Brewery Co., Ltd. Mossrs. G. W. Atkin- 
son, architects, Mark-lane :— 


*S. Hockton. 
LEXDEN AND WINSTREE.—Houses, for the 
R.D.C. :— 
Copford, four houses— 
Sy MID: 0 ca nabecy 06 us Miata £1,566 
Dedham, four— 
SERS eee oe Te 1,585 
Fordham, four— 
3 arene ae 1,613 
Langham, six— 
-, ES rey eae 2,386 
Stanway four— 
Ree eprereree 1,670 
Wormingford, two- 
Sp Se PS a 788 
Little Horkesley, fur 
Pe OO. se Pocs ec stbesececeos ° 1,585 
Salcot, two— 
(RE ere rere ° 838! 
LITHERLAN D.—Fifty houses on land betweem 


Sefton-road and Moss-lane, for the U.D.C. Mr. G 
Ponsford, engineer and surveyor :— 

*W. Spencer, Liverpool. 

LLANGENNECH. ~eropaeed central school, for 
the Carmarthenshire C.C 


Henry Thomas, Llane ly shana £30,850 0 
Thomas Hughes, Lianelly........ 25,350 0 
B. Howell & Son, Lianelly ...... 23,997 0 
G. Mercer & Son, Lianelly ...... 23,397 0 
Thomas & John browa, Li Llanelly 23,317 0 
Isaac Jones, Lilanelly............ 23,082 0 
Rees Davies, Carmarthen ...... 22,736 10 
+Charles Thomas & Co., Llandilo .. 22,398 0 
LONDON.—-Decoration of the new Lpeieen for the 


Mayor, for the Westminster City Council :— 
Army & Navy Co-operative Society, Ltd. £148 
ED ea Sn ee 127 

Sh. Ge BRO, Bic caccsiicvaces ccs Aan 


LONDON.— Alterat ions at Knightsbridge firestation, 
for the L.C.C. : 


Ww. Daley & |, EMULE EE LLP EL eee £2,639 
a ey DO BS eee 2°5 99 
salen O Gd 6084 600s 6620 0% doen 2,586 
p36 VL Serre, Pere 2,534 
Wo Os BN Oe Bn oh nec c0saeesecece 2,400 
at A ee eee 2,097 
(All of London.) 
LONDON. —New store building at the central repair 
depot, for the L.C.C. 
Fairweather & Rene diaseu £41,461 0 0 
Wm. Mills & Sons (Builders and 
Contractors), Ltd....... 38,550 0 O 
W. TE eencccncaces 38,128 0 0 
D. G. Somerville & Co., Ltd. .. 38,103 6 0 
Ashford Builders Co., 37,775 10 O 
Thomas & Edge ............ 7,732 0 0 
See MD! 68s 008 bre on kee 36, 240 0 0 
Steelwork only— 
C. & 8. Construction Co....... 7,041 3 8 


(All of London.) 


LONDON.—Additions to the St. Thomas’ Hospital, 
Albert-embankment, S.E. 1, for the Board of Governors. 
wis W. Currey, F. S.I., ’37, Norfolk-street, Strand, 

*Builders—Sabey & Son. 

*Steelwork—Redpath, Brown «& Co., Ltd. 

* Floors—Siegwart Fireproof Floors, Ltd. 

* Artificial store—C. C “W. Hobman & Co. 
(All b's London.) 

MANCHESTER.—Permanent way and parcels 
depot at Bennett-street, Hyde-road, for the T.C. 
City Architect :-— 

*The Moston Brick & Building Co., Ltd., 
Manchester. 

MANCHESTER.—Bowl house and shelter at 
Heaton Park, for the T.C. City Architect :— 

*Fearnley & Sons, Ltd., Salford. 

MIDDLESBROUGH —Branch banking premises in 
Linthorpe-road, for the Bank of Liverpool « Martin’s, 
Ltd essrs Kitching & Archibald, 21, Albert- road, 
architects :-— 

*J. G. Porteous, Ltd., Linthorpe. 

PAIGNTON. —Central heating at public halls, for 
the U.D.C.: 

*8. Batten hee Sishsndccebisscbtssne £899 

PLYMOUTH. saatepentions at Little Efford Open- 
Air School, for the C.B 

ee ee eee £2,595 

PONTARDAWE.—Thirty-two houses at Tygwyn 
— Clydach, for the R.D.C. Mr. E. D. Jones, 

AR. I.B.A., architect :-— 

Robert J. Jones, Clydach........ 
David Davies, Alltwen.......... 
°F. MEOPRRR, TOG vc cs civcccsene 
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PONTEFRACT.—Construction of new sewerage and SHIPLEY.—Alterations and additions to the shops — 
sewage disposal works, for the R.D.C.: Messrs. D and stores in Crag-road, for the Windhill Industrial HIGH-CLASS 
Balfour & Sons, engineers, Newcastle-on-Tyne : Co-operative Society, Ltd. Mr. E. Dawson, architect, 
*J. L. Rodgers & Sons, Castle- Thornton-road, Bradford :— 
i re £23,981 9 6 *W. Dawson & Son, Windhill. 
PORTSMOUTH.—Fencing at North End Recreation SHREWSBURY.—Fifty houses on the Crowmere- 
Ground, for the T.C. :- road, for the T.C. Mr. A. W. Ward, architect :— 
W. H. Davis & Co £1,324 18 0 *Wm. Higley, Pontesbury .......... £19,386 
Cash & Co. ... coooee 1SS6 1 O SOUTH ELMSALL.— Walls and railings ing 
ed ‘ : f LLMSALL. 8% gs surrounding 
. = ana te iirc ges sane ; : the War Memorial, for the Council :— of every description in 
{McKinlay & Co., Ltd. ........- 1100 1 0 TEE nuke bade déectbeoess £174 10 WOOD BLOCKS. PARQUETRY 
READING.—Additions to the Town Hall, including SOUTHEN D-ON-SEA.—Extension to the Central SEASONED T. & G. WAINS-OT OAK 
anayor’s parlour, new offices, sanitary conveniences, Library building, for the C.B. :— / TEAK AND MAPLE 
é&c., for the T.C. Mr. A. 8. Parsons, Borough Surveyor tF. Davey, Southend-on-Sea ........ £6,293 FACTORY AND ROADWAY PAVING 
*Collier & Catley, Reading. STOKE-ON-TRENT.—Electricity sub-station build” 
ings at Normacot, for the T.C. Mr. W. F. Slater, 
F.R.1.B.A., architect, Overhouse Chambers, Burslem 
Quantities by the architect :— 
PARQUET A WOOD-BLOCK J. Vickers, Bursiem .......... £1,057 O O 
Couzens & Allport, Bursiem .. 1,025 0 0O 
jFLOORING 4. V. Shenton, Normacot a 6 LIMITED 
J. Cooke, May Bank .......... 965 O 0O 
supplied & fixed complete. Ball « Robinson, Stoke-on-Trent 964 0 0 VICTORIA MILL, POINT PLEASANT 
Post or 'Phene (Park 1985S) 8. Heath & Sons, Newcastle .. 960 0 0 WANDSWORTH: S W.18. 
details of requirements te G. M. Sambrook, Bursiem .... 957 0 O (Phones : Putney 1700 & 2487 
TURPIN S PARQUET P. Pemberton, Tunstall ...... 955 0 0 
Loo Se Pe PED ac cca vcceecs 925 0 0 
r RING CO. Young & Son, Longton ...... 923 0 0 a 
as. ~~ Ae *Tompkinson & Betteley, Long- 
o Wa4. i tiadiaesatedadeuee oo 887 0 0 
M. Senntiy” lcwcaniol; tad. School & Hospital Stoves 
EEE Gercoccsonseces 862 0 7 
—— - . MAKERS OF 
STRETFORD.—Sixteen houses on the Nelson- 
Telegrams ; ‘ Frolic, Liverpoo." ‘Phone £36 Bank street site, for the U.D.C.: WRIGHT'S IMPROVED and also SHORLAND PATENT 
E. B. BURGESS CO. | ee ¢ oo eee £5,888 WARM AIR VENTILATING PATTERNS. 
& SUTTON BONINGTON.—New hostel and dairy T (LONDON 
at the Midland Agricultural College, for the Board of G EO. WRIGH LIMITED. 
a. CGASTLE ST., LIVERPOOL. Governors. Messrs. Pick, Everard, Keay & Gimson, 19, Newman St., Oxford St., London, W.1 
architects, 6, Millstone-lane, Leicester. Quantities by Burton Weir Works, Rotherham, ‘ 
woo D BLOG K FLOORING Mr. J. T. Burt, 64, St. Martins, Leicester :— 
Fish & Sons, Nottingham.... £29,168 7 ; 











Parker & Sons, Derby .... 29,074 0 O 
AND PARQUETRY. Walker & Slater, Derby.... 27,582 0 0 


Bosworth & Lowe, Notting- 
ne SEE 27,420 0 0O 


Ford & Weston, Derby...... 26,965 16 2 























amemenenanes —— ee, ——— & Sons, ene ( MASONS & PAVIORS 
soughborough .......... 26,890 0 0 
Dennett & Ingle, Nottingham 26,849 0 0 Secondhand and Redressed (equal te new) 
Rudd & Sons, Grantham.... 26,657 0 0 Granite Setts and Kerb. 
Herbert & Sons, Leicester... . 26,402 0 0O . . 
g Thomas Bow, Nottingham .. 26,330 0 0 York Paving, Crary Paving, Rockery Stone, 
Lowe & Sons, Burton-on- i 
| OS SER Bor aed 26,014 0 10 Granite Spur Stones made to order. 
LIMITED Be apt —: oayed 0 0 Granite Chippings and Tarmacadam, 
sLESDEN.—New classrooms for the Convent ithi ‘ 
of Jesus and Mary, at Willesden Green, N.W.10 Mr. Granolithic and Sett Paving. 
° : W. J. Gregory, architect and surveyor, 7, Carteret- am 
Specialities in street, Westminster, S.W.1. Quantities by the WRITE, PHONE or GALL; 


arene Watts £5,860 455, OLD FORD RD, 


SEASONED W. Lacey ss. eeeeeeeeeeeee reece, 5,347 BOW LONDON, &.3. 


sith pins wees aeiedeéade 5,093 
PED His veenecpaneeduatee 4,987 Phone: EAST 4808. 


HARDWOODS °F. Troy @Co., Ltd. ................ 4,883 
Telephone OxissoLp 1388. 


AHOGANY WALNUT e Moog Pn he — - 
JAPANESE, AMERICAN and J J ETRIDGE J < OGILVIE & GO., te. Sts 
a a 
j 


WAINSCOT OAK, TEAK, Mildmay Works, Mildmay Avenue, Islington, # 
WHITEWOOD, &c. SLATING AND TILING — gexpgers IN HIGH-CLASS JOINERY. 


REGISTERED OFFICE AND WHARP CONTRACTORS. ALTERATIONS AND BECORATIONS. “T.” 
CARPENTERS RD. Inspections and Reports made on 


STRATFORD OLD er FAULTY ROOFS UNIT SYSTEM DIRECTORIES 


LONDON E.15 ' FOR OFFICE BUILDINGS 
in any part of the country. Sa EE 

Telephone: Telegrams ; 
East 377! GLIKSTEN ‘PHONE Telephone ; Bishepegate 1944/5, or write, 


7 TD 
ies ‘cron ] Bethnal Green Slate Works,  (eeuamecrmmeicumcumeds 


BETHNAL GREEN. LONDON. & 
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HOWELL J. WILLIAMS 


Builders ““ 
High-Class Building 


Joinery. Work 
11/17, BERMONDSEY STREET, 


Telesh ; 
rolep one LONDON BRIDGE, S.E./ 


Builders of very many well-known Banks, Office 
and Business premises. Our works especially 
convenient for City Building and fittings, 


We supply all classes of 
polished Granite, and Italian 
Marble Memorials. 
Specialists in Carvings and 
Statuary, War Memorials, 
ete, 

All enquiries promptly attended to 


WM. EDWARDS 
& SON, 


Pittodree St. Aberdeen 
Wholesale only. 
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